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INTRODUCTION 


This report presents final statistics from the 
1981 Census on selected dwelling characteristics 
for Canada and the provinces. 


In Tables 1 to 6, data on occupied private 
dwellings by tenure are cross-classified with other 
dwelling characteristics such as period of 
construction, number of rooms, number of 
bathrooms, main type of heating equipment and 
principal fuels, according to urban size groups, 
rural non-farm and rural farm. 


Data on condition of dwelling and tenure are 
cross-classified with structural type in Table 7, and 
with period of construction in Table 8. 


Table 9 presents data on owner-occupied non- 
farm dwellings by structural type, showing value of 
dwelling. In Table 10, dweilings by type of 
household and size are cross-classified with number 
of persons per room, condition of dwelling, number 
of bathrooms and central heating equipment for 
Canada and provinces. 


DEFINITIONS 


Dwelling. Refers to a set of living quarters in 
which a person or group of persons resides or could 
reside. 


Occupied Private Dwelling. Refers to a private 
dwelling in which a person or group of persons is 
permanently residing. Also included are private 
dwellings whose usual residents are temporarily 
absent on Census Day. Unless otherwise specified, 
all data in housing reports are for occupied private 
dwellings rather than unoccupied private dwellings 
or dwellings occupied solely by foreign and/or 
temporary residents. 


Owner-occupied Private Non-farm Dwelling. 
Refers to a private dwelling, other than one 
situated on a farm and occupied by a farm 
operator, which is owned or being bought by some 
member of the household. 


Private Household. Refers to a person or group of 
persons (other than foreign residents) who occupy a 
private dwelling and do not have a usual place of 
residence elsewhere in Canada. The number of 
private households equals the number of occupied 
private dwellings. 


Bathroom. Refers to the sum of the number of 
complete and half bathrooms in a dwelling. 
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INTRODUCTION 


Ce bulletin présente les statistiques définitives du 
recensement de 1981 relatives à certaines 
caractéristiques des logements, pour le Canada et les 
provinces. 


Aux tableaux 1 à 6, les données sur les logements 
privés occupés selon le mode d'occupation sont recoupées 
avec d'autres caractéristiques des logements comme la 
période de construction, le nombre de pièces et de salles 
de bains, le système de chauffage principal et les 
principaux combustibles utilisés, pour les régions 
urbaines par groupe de taille ainsi que les régions rurales 
non agricoles et rurales agricoles. 


Les données sur l'état des logements et leur mode 
d'occupation figurent au tableau 7 selon le type de 
construction, et au tableau 8 selon la période de 
construction. 


Le tableau 9 renferme des données sur les logements 
non agricoles occupés par leur propriétaire selon le type 
de construction par la valeur du logement. Les données 
sur les logements selon le genre et la taille du ménage 
paraissent au tableau 10 avec recoupements selon le 
nombre de personnes par pièce, l'état du logement, le 
nombre de salles de bains et le système de chauffage 
central, pour le Canada et les provinces. 


DÉFINITIONS 


Logement. Ensemble de pièces d'habitation qu'une 
personne où un groupe de personnes habitent ou 
pourraient habiter. 


Logement privé occupé. Logement privé occupé de 
façon permanente par une personne ou un groupe de 
personnes. Sont également inclus dans cette catégorie 
les logements privés dont les résidents habituels sont 
temporairement absents le jour du recensement. Sauf 
indication contraire, toutes les données présentées dans 
les publications sur le logement se rapportent aux 
logements privés occupés et non à des logements privés 
inoccupés ou à des logements occupés par des résidents 
étrangers et (ou) temporaires. 


Logement privé non agricole occupé par son propriétaire. 
Logement privé autre qu'un logement situé dans une 
ferme et occupé par un exploitant agricole, qui 
appartient à un membre du ménage ou est payé par 
celui-ci. 


Ménage privé. La ou les personnes (autres que des 
résidents étrangers) qui occupent un logement privé et 
qui n'ont pas de lieu de résidence habituelle ailleurs au 
Canada. Le nombre de ménages privés est égal au 
nombre de logements privés occupés. 


Salle de bains. Nombre total de salles de bains 
complètes et de demi-salles de bains dans un logement. 


Complete Bathroom. Refers to the number of 
complete bathrooms in a dwelling. That is, the 
number of bathrooms that contain at least a flush 
toilet, a wash basin and a bathtub or shower. 


Half Bathroom. Refers to the number of half 
bathrooms in a dwelling. That is, the number of 
bathrooms that contain at least a flush toilet and a 
wash basin but which lack a bathtub or shower. 
Other possible combinations of facilities are 
considered as "none" for census purposes. 


Central Heating Equipment. Refers to whether or 


not a dwelling has a central heating system. This 
variable is derived by collapsing specific responses 
from the MAIN TYPE OF HEATING EQUIPMENT 
question. 


The collapsing strategy is as follows: 


With central heating 
Steam or hot water furnace 
Forced hot air furnace 
Installed electric heating system 


Without central heating 
Heating stove, cooking stove, space heater 


Other (fireplace, etc.) 


Condition of Dwelling. Refers ta whether, in the 
judgement of the respondent, the dwelling requires 
any repairs (excluding desirable remodelling or 
additions), 


Regular maintenance refers to painting, furnace 
cleaning, etc. Minor repairs refers to missing or 
loose floor tiles, bricks, or shingles, defective 
steps, railing or siding, etc. Major repairs refers to 
defective plumbing or electrical wiring, structural 
repairs to walls, floors or ceilings, etc. 


Household Size. Refers to the number of persons 
in a PRIVATE HOUSEHOLD. 


Household Type. Refers to the basic division of 
private households into FAMILY and NON-FAMILY 
HOUSEHOLDS. FAMILY HOUSEHOLD refers to a 
household that contains at least one census family 
(e.g., persons living in the same dwelling who have 
a husband-wife or parent-never-married child 
relationship), ONE-FAMILY HOUSEHOLD refers 
to a single census family that occupies one private 
dwelling. The family may be that of the household 
reference person or one living as a related, lodging 
or other type of family with a household reference 
person who is a non-family person. A 
MULTIPLE-FAMILY HOUSEHOLD is one in which 
two or more census families occupy the same 
private dwelling. One family may be that of the 
household reference person, or the household 
reference person may be a non-family person with 
whom two or more census families are residing. 
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Salle de bains complète. Nombre de salles de bains 
complètes dans un logement. Une salle de bains 
complète comprend au moins une toilette avec chasse 
d'eau, un lavabo et une baignoire ou une douche. 


Demi-salle de bains. Nombre de demi-salles de bains 
dans un logement. Une demi-salle de bains comprend 
une toilette avec chasse d'eau et un lavabo, mais pas de 
baignoire ni de douche. Toute autre combinaison 
possible d'installations sanitaires correspond à "Aucune" 
aux fins du recensement. 


Système de chauffage central. Indique si le logement est 
pourvu d'un système de chauffage central. Cette 
variable s'obtient par l'agrégation des réponses à la 
question sur le SYSTÈME DE CHAUFFAGE PRINCIPAL. 


Les données recueillies ont été agrégées de la façon 
suivante: 


Avec chauffage central 
Système à vapeur ou à eau chaude 
Système à air chaud 
Système électrique (par ex., radiateurs de 
plinthe fixes) 
Sans chauffage central 
Poêle de chauffage ou de cuisine, fournaise de 
plancher, appareil électrique 
Autre (par ex., foyer) 


État du logement. Sert à déterminer si, de l'avis du 
répondant, le logement a besoin de réparations (à 
l'exclusion des rénovations ou des rajouts souhaités). 


Par entretien régulier, on entend la peinture, le 
nettoyage du système de chauffage, etc.; les réparations 
mineures sont les travaux requis pour remplacer des 
carreaux de plancher détachés ou manquants, des briques 
descellées, des bardeaux arrachés, des marches, des 
rampes ou le revêtement extérieur défectueux, etc.; les 
réparations majeures concernent la plomberie ou une 
installation électrique défectueuse, les réparations aux 
murs, planchers ou plafonds, etc. 


Taille de ménage. Nombre de personnes dans un 
MÉNAGE PRIVÉ. 


Genre de ménage. Répartition fondamentale des 
ménages privés en MÉNAGES FAMILIAUX et en 
MENAGES NON FAMILIAUX, Un MENAGE FAMILIAL 
est un ménage qui comprend au moins une famille de 
recensement, par exemple des personnes qui habitent le 
même logement et qui ont des liens conjugaux 
(époux-épouse) ou des liens de filiation (parent et enfant 
jamais marié). Un MENAGE UNIFAMILIAL se compose 
d'une seule famille de recensement qui occupe un 
logement privé. Il peut s'agir de la famille de la 
personne repére du ménage ou d'une famille apparentée, 
d'une famille chambreuse ou de tout autre genre de 
famille vivant avec une personne repére hors famille. 
Un MENAGE MULTIFAMILIAL se compose de deux 
familles de recensement ou plus qui occupent le méme 
logement privé. Une de ces famiiles peut être celle de 
la personne repère du ménage ou fl peut s'agir d'une 
personne repère hors famille vivant avec deux familles 
de recensement ou plus. 


NON-FAMILY HOUSEHOLD refers to one person 
who lives alone in a private dwelling, or to a group 
of persons who occupy a private dwelling and do 
not constitute a census family. 


Census Family. Refers to a husband and a wife 


(with or without children who have never married, . 


regardless of age), or a lone parent of any marital 
status, with one or more children who have never 
married, regardless of age, living in the same 
dwelling. For census. purposes, persons living in a 
common-law type of arrangement are considered 
as now married, regardless of their legal marital 
status; they accordingly appear as a husband-wife 
family in the census family tables. 


Census Family Type. Refers to the classification 
of census families in terms of whether or not they 
maintain their own household (i.e., whether the 
person responsible for household payments - rent, 
or mortgage, or taxes, or electricity, etc. - is a 
member of a census family). 


Primary family refers to the census family in 
which a person responsible for household 
payments is a member. 


Secondary family refers to any census family in 
which a person responsible for household 
payments is not a member. 


If the person identified as responsible for the 
household payments is a non-family person, or 
resides elsewhere, no primary family will exist in 
the household regardiess of whether Person 1 is a 
census family member. Accordingly, any census 
family in such a household will be classified as a 
secondary census family. 


In 1981, the criterion for determining family type 
was changed. A new question was added to the 
census questionnaire to determine a person 
responsible for paying the rent, or mortgage, or 
taxes, or electricity, and is used to identify 
primary and secondary families. 


In previous censuses, the primary family was 
defined as the family of the head of the household. 
While we anticipate that in the majority of cases 
the person responsible for household payments will 
also be considered as the household reference 
person (Person 1), this will not always be the case. 


Census Family Household Composition. Refers to 
the classification of census families in terms of the 
presence and number of "additional persons" in the 
household. 


Additional persons refers to any household 
members who are not members of the census 
family being considered. These additional 
persons may be either members of another 
census family, or non-family persons. 


Census Family Status. Refers to the classification 
of the population into family and non-family 
persons. 
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Un MENAGE NON FAMILIAL est constitué d'une 
personne qui vit seule dans un logement privé ou d'un 
groupe de personnes qui partagent un seul logement 
privé, mais ne forment pas une famille de recensement. 


Famille de recensement. Epoux et épouse (avec ou sans 
enfants jamais mariés, peu importe leur âge) ou un 
parent seul (peu importe son état matrimonial) avec un 
ou plusieurs enfants jamais mariés (quel que soit leur 
âge) vivant dans le même logement. Aux fins du 
recensement, les personnes vivant en union libre sont 
considérées comme "actuellement mariées", peu importe 
leur état matrimonial légal; elles figurent donc comme 
une famille époux-épouse dans les tableaux sur la famille 
de recensement. 


Genre de famille de recensement. Les familles de 
recensement sont classées selon qu'elles soutiennent ou 
non leur propre ménage, c'est-à-dire que la personne qui 
est responsable du paiement du loyer ou de l'hypothèque, 
ou des taxes, ou de l'électricité, etc., fait partie ou non 
d'une famille de recensement, 


Famille principale - Famille de recensement dont fait 
partie la personne responsable des paiements du 
ménage. 


Famille secondaire - Famille de recensement dont la 
personne responsable des paiements du ménage ne 
fait pas partie. ‘ 


Si la personne déclarée comme responsable des 
paiements du ménage est une personne hors famille ou 
habite ailleurs, il n'y a pas de famille principale dans le 
ménage, mêmé si la Personne 1 fait partie d'une famille 
de recensement. Par conséquent, toute famille de 
recensement dans un tel ménage est considérée comme 
une famille de recensement secondaire. 


Le critére utilisé pour déterminer le genre de famille a 
été modifié en 1981. Une nouvelle question dans le 
questionnaire permet de connaître la personne 
responsable du paiement du loyer, ou de l'hypothèque, ou 
des taxes, ou de l'électricité, etc., et sert à déterminer 
les familles principales et secondaires. 


Dans les recensements antérieurs, la famille principale 
était celle du chef de ménage. Quoique, dans la majorité 
des cas, la personne responsable des paiements du 
ménage sera probablement la personne repère du ménage 
(Personne 1), ce ne sera pas toujours le cas. 


Composition du ménage avec famille de recensement. 
Les familles de recensement sont classées selon le 
nombre d' "autres personnes" dans le ménage. 


L'expression autres personnes désigne les membres du 
ménage qui ne font pas partie de la famille de 
recensement prise en considération. Il peut s'agir de 
membres d'une autre famille de recensement ou de 
personnes hors famille. 


Situation des particuliers dans la famille de 
recensement. Catégorisation de la population en 
personnes faisant partie d'une famille et en personnes 
hors famille. 


Family persons refers to household members 
who belong to a census family. They, in turn, 
are further classified as follows: 


The terms Husband and Wife refer to persons 
living in the same dwelling as their spouse. 
Persons living common-law are considered, 
for census purposes, as now married, 
regardless of their legal marital status, and 
accordingly appear as a husband-wife family 
in the relevant tables. 


Lone parent refers to a mother or a father, 
with no spouse present, living in a dwelling 
with one or more never-married children. 


Child refers to sons and daughters (including 
adopted and step-children) who have never 
married, regardless of age, and are living in 
the same dwelling as their parent(s). Sons 
and daughters who have ever been married, 
regardless of their marital status at 
enumeration, are not considered as members 
of their parents' family, even though they are 
living in the same dwelling. 


Non-family persons refers to household 
members who do not belong to a census family. 
They may be related to the household reference 
person - Person 1 - (e.g., brother-in-law, 
cousin, grandparent) or unrelated (e.g., lodger, 
room-mate, employee). A person living alone is 
always a non-family person. 


Main Type of Heating Equipment. Refers to the 
main type of heating equipment used to heat the 
dwelling. Supplementary sources are not included. 


Number of Persons Per Room. Refers to the 
number of persons per room in a dwelling. (See 
definition of ROOM.) This is a derived variable. 


Period of Construction. Refers to the period in 
time (approximate dates) during which the building 
or dwelling was originally constructed. 


Principal Heating Fuel. Refers to the fuel used 
most for heating the dwelling. 


Principal Water Heating Fuel. Refers to the fuel 
used most for heating water. 


Room. Refers to the number of rooms in a 
dwelling. A ROOM is an enclosed area within a 
dwelling which is finished and suitable for 
year-round living. 


Partially divided L-shaped rooms are considered to 
be separate rooms if they are considered as such by 
the respondent (e.g., L-shaped dining-room 
living-room arrangements). Not counted as rooms 
are bathrooms, halls, vestibules and rooms used 
solely for business purposes. 
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Personnes faisant partie d'une famille - Membres d'un 
ménage qui font partie d'une famille de recensement. 
Ces personnes sont classées comme suit: 


Epoux ou épouse - Personne qui habite le même 
logement que son conjoint. Les personnes vivant 
en union libre sont considérées, aux fins du 
recensement, comme actuellement mariées, quel 
que soit leur état matrimonial légal, et figurent 
donc comme des familles époux-épouse dans les 
tableaux. 


Parent seul - Mère ou père, sans conjoint, qui 
habite un logement avec un ou plusieurs enfants 
célibataires (jamais mariés). 


Enfant - Fils et filles (y compris les enfants 
adoptés et les enfants d'un autre lit) qui ne se sont 
jamais mariés, peu importe leur âge, et qui vivent 
dans le même logement que leurs parents. Les fils 
et les filles qui se sont déjà mariés, peu importe 
leur état matrimonial au moment du recensement, 
ne sont pas considérés comme des membres de la 
famille de leurs parents, même s'ils vivent dans le 
même logement. 


Personnes hors famille - Membres d'un ménage qui ne 
font pas partie d'une famille de recensement. Ils 
peuvent être apparentés à la personne repère du 
ménage, la Personne 1 (par ex., beau-frère, cousine 
ou grand-père) ou non apparentés (par ex., 
chambreur, compagne d'appartement ou employé). 
Les personnes qui vivent seules sont toujours 
considérées comme des personnes hors famille. 


Système de chauffage principal. Principal mode de 
chauffage utilisé pour chauffer le logement. Les sources 
de chauffage d'appoint ne sont pas comprises. 


Nombre de personnes par pièce. Nombre de personnes 
par pièce du logement (voir la définition de PIECES). Il 
s'agit d'une variable dérivée. 


Période de construction. Période (dates approximatives) 
au cours de laquelle l'immeuble ou le logement a été 
construit. 


Principal combustible utilisé pour le chauffage. 
Principal combustible utilisé pour chauffer le logement. 


Principal combustible utilisé pour chauffer l'eau. 
Principal combustible utilisé pour chauffer l'eau du 
logement. 


Pièce. Nombre de pièces dans un logement. Une PIÈCE 
est un espace fermé, fini et habitable à l'année. 


Les pièces partiellement divisées en forme de "L" sont 
considérées comme formant deux pièces distinctes, si le 
recensé les juge distinctes (par ex., les salons et les 
salles à manger en forme de L). Ne sont pas comptés 
comme pièces, les salles de bains, les corridors, les 
vestibules et les pièces servant exclusivement à des fins 
commerciales. 


IX - 92-932 


Structural Type. Refers to the structural Type de construction. Type de construction du 
D arrangements of the dwelling. logement. 


Single House (or Single Detached) 


Refers to a single dwelling not attached to any 
other building and surrounded on all sides by 
open space. 


Semi-detached or Double House 


Refers to one of two dwellings attached side by 
side but not attached to any other building and 
surrounded on all other sides by open space. 


Duplex 


Refers to one of two dwellings, one above the 
other, not attached to any other building and 
surrounded on all sides by open space. 


Row House 


Refers to one of three or more dwellings joined 
side by side but not having any other dwellings 
either above or below. 


Apartment in a Building That Has Five or More 
storeys 


Refers to a dwelling unit in a _ high-rise 
apartment building. 


Apartment_in_a Building That Has Less Than 
Five Storeys 


Refers to a dwelling unit in a triplex, 
quadruplex or a dwelling unit in a 
non-residential building or in a house that has 
been converted. 


House Attached to a Non-residential Building 


Refers to a single dwelling attached at ground 
level to another building (such as a store, etc.) 
but separated from it by a common wall running 
from ground to roof. 


Mobile Home 


Refers to a dwelling which has been designed 
and constructed to be transported on its own 
chassis and capable of being moved on short 
notice. 


Other Movable Dwelling 


Refers to a dwelling such as a tent, travel 
trailer, railroad car or houseboat. 


Maison individuelle (ou logement _individuel non 
attenant) 


Logement individuel non attenant à une autre 
construction et entouré d'espaces libres. 


Maison jumelée ou maison double 


Deux logements côte à côte réunis par un mur 
commun, mais non attenants à une autre 
construction, et entourés d'espaces libres. 


Duplex 


Deux logements superposés non attenants a une autre 
construction et entourés d'espaces libres. 


Maison en rangée 


Logement dans une rangée d'au moins trois logements 
réunis côte à côte sans autre logement au-dessus ou 
en dessous. 


Appartement dans un immeuble de cinq étages et plus 


Logement dans une tour d'habitation. 


Appartement dans un immeuble de moins de cinq 
étages 


Logement dans un triplex où un quadruplex, dans une 
construction non résidentielle où dans une maison qui 
a été transformée. : 


Maison attenante à une construction non résidentielle 


Logement individuel attenant au niveau du sol à une 
autre construction, par ex., un Magasin, mais qui en 
est séparé par un mur commun s'élevant du sol au 
toit. 


Habitation mobile 
Logement conçu et construit pour être transporté sur 


son propre châssis et qu'on peut déplacer sans grand 
délai. 


Autre logement mobile 


Logement tel qu'une tente, une roulotte de voyage, 
une voiture de chemin de fer ou un bateau-maison. 


Tenure. Refers to whether some member of the 
household owns or rents the dwelling. 


A dwelling is classified as "owned" even if it is 
not fully paid for, such as one which has a 
mortgage or some other claim on it. The 
dwelling may be situated on rented or leased 
land or be part of a condominium (whether 
registered or unregistered). 


A dwelling is classified as "rented" even if it is 
provided without cash rent or at a reduced rent 
or if the dwelling is part of a co-operative. For 
census purposes, in a co-operative all members 
jointly own the co-operative and occupy their 
dweiling units under a lease agreement. 


Value of Dwelling. Refers to the amount expected 
by the owner if the dwelling were to be sold. 


Urban Population. Refers to persons living in an 
area having a population concentration of 1,000 or 
more and a population density of 400 or more per 
square kilometre. 


Urban Population Size Group. Refers to the 
classification used in tabulations where the urban 
areas are distributed according to the following 
size groups: 


1,000- 2,499 
2,500- 4,999 
5,000- 9,999 
10,000- 29,999 
30,000- 99,999 
100,000-499,999 
500,000 and over 


Urban areas are defined using population data from 
the previous census. It can therefore occur that an 
area meeting the criteria and defined as urban 
according to the population data of the 1976 
Census will contain fewer than 1,000 people 
according to the 1981 Census. Where this occurs 
the population is assigned to the urban population 
size group 1,000 to 2,499. 


Rural Population. Refers to persons living outside 
"Urban Areas". 


Rural Non-farm Population. Refers to all persons 
living in rural areas and who are not members of 
the households of farm operators living on their 
farms for any length of time during the 12-month 
period prior to the census. Prior to the 1981 
Census, rural non-farm population was defined as 
all persons living in rural areas in dwellings other 
than those situated on census farms. 


Rural Farm Population. Refers to all persons 
living in rural areas who are members of the 
households of farm operators living on their farms 
for any length of time during the 12-month period 
prior to the census. Prior to the 1981 Census, rural 
farm population was defined as all persons living in 
rural areas in dwellings situated on census farms. 
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Mode d'occupation. Indique si le logement est possédé ou 
loué par un membre du ménage. 


Un logement est classé "possédé" même s'il est 
hypothéqué ou grevé d'une autre créance. Le 
logement peut être situé sur un terrain donné ou pris 
en location, ou encore faire partie d'un condominium 
enregistré ou non. 


Un logement est classé "loué" même s'il est donné en 
location sans loyer en argent ou à un loyer réduit, ou 
qu'il fait partie d'une coopérative. Aux fins du 
recensement, tous les membres d'une coopérative ont 
des parts dans cette coopérative et occupent leur 
logement en vertu d'un bail. 


Valeur du logement. Montant que s'attendrait de 
recevoir le propriétaire s'il vendait son logement. 


Population urbaine. Personnes demeurant dans une 
région qui a une concentration démographique de ],000 
habitants et plus, et une densité de population de 400 
habitants ou plus au kilométre carré. 


Groupe de taille de la population urbaine. Classement 
utilisé dans les tableaux ot la répartition des régions 
urbaines est indiquée selon les groupes de taille suivants: 


1,000- 2,499 
2,500- 4,999 
5,000- 9,999 
10,000- 29,999 
30,000- 99,999 
100,000-499,999 
500,000 et plus 


Les régions urbaines sont définies à partir des données 
démographiques du recensement précédent. I! peut 
arriver qu'un territoire répondant aux critères et défini 
comme urbain selon les données démographiques du 
recensement de 1976 contienne moins de 1,000 personnes 
selon les résultats du recensement de 1981. Dans ce cas 
la population de ce territoire fera partie du groupe de 
taille de la population urbaine 1,000 à 2,499. 


Population rurale. Toutes les personnes vivant à 
l'extérieur des régions urbaines. 


Population rurale non agricole. Toutes les personnes qui 
vivaient dans une région rurale mais n'étaient pas 
membres de ménages d'exploitants agricoles ayant résidé 
dans leur ferme pendant une période quelconque douze 
mois avant le recensement. Avant le recensement de 
1981, la population rurale non agricole comprenait toutes 
les personnes vivant dans une région rurale et habitant 
un logement situé ailleurs que dans une ferme de 
recensement. 


Population rurale agricole. Toutes les personnes 
demeurant dans des régions rurales, qui font partie de 
ménages d'exploitants agricoles ayant résidé dans leur 
ferme pendant une période quelconque douze mois avant 
le recensement. Avant le recensement de 1981, la 
population rurale agricole comprenait toutes les 
personnes vivant dans des logements situés dans des 
fermes de recensement dans des régions rurales. 


CONFIDENTIALITY AND RANDOM ROUNDING 


The figures shown in this report have been 
subjected to a confidentiality procedure known as 
"random rounding" to prevent the possibility of 
associating small figures with any identifiable 
individual. Under this method, all figures including 
totals are randomly rounded (either up or down) to 
a multiple of "5". This technique provides strong 
protection against direct, residual or negative 
disclosures without adding significant error to the 
census data. However, since totals are 
independently rounded, they do not necessarily 
equal the sum of individual rounded figures in 
distributions. Also, minor differences can be 
expected for corresponding totals and cell values in 
various census reports. Similarly, percentages, 
which are calculated on rounded figures, do not 
necessarily add to the total. Percentage 
distributions and rates for the most part are based 
on rounded data, while percentage changes and 
averages are based on unrounded data. Users are 
advised that each table is noted accordingly. 


In addition to random rounding, for certain very 
small areas, to avoid publishing meaningless and 
potentially misleading data, and to absolutely avoid 
disclosure, a procedure referred to as "area 
suppression" has been adopted. Basically, the 
geographic area itself, as well as all data, is 
dropped completely from the tabulation in cases 
where there are fewer than 50 persons for self- 
enumeration areas and fewer than 25 persons for 
canvasser areas. Suppressed data are, however, 
included in the appropriate higher aggregate 
subtotals and totals. "Area suppression" is applied 
only to the sample data file, affecting the Profile 
Series B of bulletins and all of the User Summary 
Tape/Fiche program. In the case of income 
distributions, data are deleted if the total non- 
inmate population concerned is less than 250. This 
applies to the User Summary Tape/Fiche program, 
at the census tract and census subdivision levels, 
and within the Profile Series B. 


The actual census tract (CT) or census 
subdivision (CSD) suppressed due to the rule 
described is indicated in the appendix to each 
Series B bulletin affected. Basic population counts, 
land area (and other data collected on a 100% 
basis) for these "missing" or suppressed entities can 
be obtained from the corresponding Profile Series 
A of bulletins, or tape and fiche program. (See 
Products and Services of the 1981 Census of 
Canada. 


Further, for certain subject-matter areas in the 
national and provincial! bulletin series - income and 
industry/occupation - users will note the 
suppression of distributions where less than 250 
persons or units are involved. In this case, the 
total area concerned is not suppressed, and as in 
“area suppression", such suppressed information is 
included in higher aggregates. 
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CONFIDENTIALITÉ ET ARRONDISSEMENT ALÉATOIRE 


Par souci de confidentialité, les chiffres publiés dans 
le présent rapport ont subi un arrondissement aléatoire 
qui supprime toute possibilité d'associer des chiffres à 
une personne facilement reconnaissable. Grâce à cette 
méthode, tous les chiffres, y compris les totaux, sont 
arrondis de façon aléatoire (vers le haut ou vers le bas) 
jusqu'à un multiple de "5". Cette technique assure une 
protection efficace contre la divulgation directe, 
négative ou par recoupements, sans ajouter d'erreur 
significative aux données. Cependant, comme les totaux 
sont arrondis séparément, ils ne correspondent pas 
nécessairement à la somme des chiffres arrondis dans les 
distributions. De plus, il faut s'attendre que les totaux 
et les autres chiffres correspondants dans divers 
bulletins du recensement présentent quelques légères 
différences. De même, la somme de pourcentages 
calculés à partir de chiffres arrondis ne correspond pas 
forcément au total des éléments. Les répartitions en 
pourcentage et les taux sont dans la plupart des cas 
basés sur des données arrondies, alors que les variations 
en pourcentage et les moyennes sont basées sur des 
données non arrondies. Les renvois au bas des tableaux 
avertissent l'utilisateur en conséquence. 


Outre l'arrondissement aléatoire, pour éviter de 
présenter des renseignements inutiles et possiblement 
erronés et pour éliminer absolument toute divulgation, 
on a adopté, dans le cas de très petites régions 
particulières, une procédure connue sous le nom de 
"suppression des régions". Il s'agit essentiellement de 
supprimer complètement d'un tableau les régions 
géographiques elles-mêmes (et toutes les données) 
lorsqu'elles comptent moins de 50 habitants pour les 
secteurs d'autodénombrement ou moins de 25 habitants 
pour les secteurs de recensement par interview. 
Toutefois, les données supprimées sont incluses dans les 
totaux et totaux partiels à un niveau agrégé supérieur. 
Cette procédure s'applique seulement au fichier des 
données-échantillon, c'est-à-dire aux bulletins de la Série 
des profils B et au programme des bandes sommaires et 
des microfiches. Dans le cas des répartitions de revenus, 
les données sont supprimées lorsque le nombre total des 
pensionnaires hors institution visés est inférieur à 250. 
On applique également cette méthode au programme des 
bandes sommaires et des microfiches, au niveau des 
secteurs de recensement et des subdivisions de 
recensement ainsi que dans la Série des profils B. 


Le secteur de recensement (SR) ou la subdivision de 
recensement (SDR) supprimés en raison de cette règle 
sont indiqués à l'annexe de chaque bulletin de la Série 
des profils B en question. Les principaux chiffres de 
population, les superficies (et les autres données 
recueillies sur une base de 100 %) pour ces entités 
manquantes ou supprimées sont présentés dans les 
bulletins correspondants de la Série des profils À ou sur 
les bandes et microfiches. (Voir Produits et services du 
recensement du Canada de 1981.) “ 


En outre, pour certains sujets spécialisés (revenu, 
activité économique et profession) traités dans les 
bulletins de la Série nationale et de la Série provinciale, 
les utilisateurs noteront que les répartitions touchant 
moins de 250 personnes ou unités ne sont pas présentées. 
Dans un tel cas, la région complète n'a pas été éliminée, 
et comme pour la suppression de régions, les données 
manquantes figurent à un niveau agrégé supérieur, 


Further slight variations may exist in certain 
other circumstances, and more complete details on 


suppression will be contained in the Summar 
Guide - Sample Population (Catalogue No. 99-903). 


SAMPLING AND WEIGHTING 


The 1981 Census data were collected either on 
a 100% basis (i.e. for all households) or on a sample 
basis (i.e. from only a random sample of 
households) with data weighted to provide 
‘estimates of the entire population. The 
information in this report was collected on a 20% 
sample basis and weighted up to compensate for 
sampling. All table headings are noted 
accordingly. 


For any given geographic area, the weighted 
population, household, dwelling or families, total or 
subtotal may differ from that shown in reports 
containing data collected on a 100% basis. Such 
variation (in addition to the effect of random 
rounding) will be due to sampling. 


DATA QUALITY 
Introduction 


Any census data will be subject to error. Some 
of the errors will tend to cancel out over a large 
number of cases (i.e. for larger cells) as errors will 
be made in both directions (i.e. random errors). In 
general the proportion or rate of net (i.e. 
uncancelied) random error increases as the 
population or cell size decreases. Thus small data 
values should be used with some caution. 


Other of the errors will tend not to cancel out 
as they will have a tendency to occur in one 
direction more than another (systematic errors, for 
example, question wording which invites errors in 
one direction more than in the other) and will 
result in a bias. 


The data contained in this bulletin are subject 
to coverage errors, response errors, processing 
errors and to sampling errors, in addition to any 
errors introduced by random rounding. 


Coverage Error 


A coverage error occurs in the census whenever 
a person or a household is missed completely or 
counted more than once. Since overcoverage is 
expected to be fairly rare in relation to under- 
coverage, the net effect of such errors is to 
introduce a downward bias in census figures, so 
that the published census estimates tend to 
underestimate the actual population. 
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Il est possible que d'autres variations minimes 
existent ailleurs auquel cas le Guide sommaire - 


Population-échantillon (n° 99-903 au catalogue) en 


donnera des renseignements plus détaillés. 


ECHANTILLONNAGE ET PONDERATION 


Les données du recensement de 1981 ont été 
recueillies sur une base de 100 % (c'est-à-dire auprès de 
tous les ménages) ou par un échantillonnage aléatoire des 
ménages; ces données sont pondérées afin de fournir des 
estimations sur l'ensemble de la population. Les 
renseignements figurant dans le présent bulletin ont été 
recueillis selon la seconde méthode et pondérés afin de 
compenser l'effet de l'échantillonnage. Tous les titres 
des tableaux ont été annotés en conséquence. 


Quelle que soit la région géographique, le total ou 
total partiel pondéré de la population, des ménages, des 
logements ou des familles peut différer de celui qui 
figure dans les bulletins de données intégrales. Cet 
écart (outre l'effet de l'arrondissement aléatoire) sera 
attribuable à l'échantillonnage. 


QUALITÉ DES DONNÉES 
Introduction 


Dans tout recensement, les données recueillies 
peuvent être entachées d'erreurs. Certaines de ces 
erreurs tendent à s'annuler à mesure que le nombre de 
cas observés augmente (c'est-à-dire dans le cas des 
classes plus importantes) puisque les erreurs se font dans 
les deux sens (erreurs aléatoires). De façon générale, la 
proportion ou le taux d'erreurs aléatoires nettes (c'est-à- 
dire qui ne se sont pas annulées) augmente au fur et à 
mesure que la taille de la population ou de la classe 
diminue. Aussi, faut-il utiliser avec une certaine réserve 
les petits chiffres obtenus, 


Dans d'autres cas, les erreurs ne s'annulent pas parce 
qu'elles ont tendance à se produire dans un sens plutôt 
que dans un autre. Il s'agit d'erreurs systématiques. Par 
exemple, le libellé d'une question peut favoriser les 
erreurs dans un sens particulier. Ces erreurs entraînent 
un biais. 


Des erreurs d'observation, des erreurs de réponse, des 
erreurs de traitement et des erreurs d'échantillonnage en 
plus des erreurs d'arrondissement aléatoire ont pu influer 
sur la qualité des données fournies dans le présent 
bulletin. 


Erreur d'observation 


I! y a erreur d'observation au recensement lorsqu'on 
oublie complètement une personne ou un ménage ou 
qu'on le (au la) compte plus d'une fois. Étant donné qu'on 
s'attend à ce que le surdénombrement soit assez rare par 
rapport au sous-dénombrement, de telles erreurs 
produisent un biais vers le bas dans les statistiques du 
recensement, de sorte que les estimations publiées du 
recensement tendent à sous-estimer le chiffre réel de 
population. 


A special study was undertaken in relation to 
the 1981 Census to measure the extent of the bias 
due to undercoverage. This study estimated the 
overall undercoverage rate to be of the order of 
2% of the total population. It also indicated that 
undercoverage is higher in certain segments of the 
population, e.g., young male adults and recent 
immigrants. Similar trends were obtained in 
connection with the 1976 Census. 


Response Error 


A response error occurs when the response 
recorded is incorrect. Such errors may occur due 
to the respondent misinterpreting the question, 
inadvertently checking the wrong box, or even 
consciously checking the wrong box. Contributing 
to this error may be the questionnaire wording or 
organization, or the training and attitude of 
enumerators. 


Processing Error 


Processing errors can occur when write-in 
answers are coded, when responses on the 
questionnaire are transcribed to be read by the 
computer, and when imputations are done either 
for non-response or for edit rejects. 


Sampling Error 


Data based upon responses collected on a 
sample basis and then weighted are subject to error 
due to the fact that the distribution of 
characteristics within the sample will not usually 
be identical to the distribution of characteristics 
within the population from which the sample has 
been selected. 


The potential error that sampling has 
introduced will vary according to the relative 
scarcity of the characteristics in the population. 
For large cell values the potential error due to 
sampling, as a proportion of the cell value, will be 
relatively small. For small cell values this 
potential error, as a proportion of the cell value, 
will be relatively large. 


The following table provides approximate 
measures of the error due to sampling. These 
measures are intended as a general guide only. 


- XHI - 92-932 


On a entrepris une étude spéciale sur le recensement 
de 1981 afin d'évaluer le biais entraîné par le sous- 
dénombrement. Selon les résultats, le taux global du 
sous-dénombrement serait de 2 % de l'ensemble de la 
population. L'étude a révélé que le sous-dénombrement 
est plus élevé dans certains groupes de la population, par 
exemple chez les jeunes adultes de sexe masculin et les 
nouveaux immigrants. On avait décelé les mêmes 
tendances lors du recensement de 1976. 


Erreur de réponse 


Une erreur de réponse se produit lorsque la réponse 
enregistrée est incorrecte. De telles erreurs surviennent 
lorsque le répondant a mal interprété la question ou a 
coché la mauvaise case par inadvertance ou même 
volontairement. La formulation des questions ou le 
mode de présentation du questionnaire ainsi que la 
formation et l'attitude des agents recenseurs sont des 
facteurs qui peuvent favoriser ce genre d'erreurs. 


Erreur de traitement 


Des erreurs de traitement peuvent se produire 
lorsque des réponses en toutes lettres sont codées, 
lorsque les réponses du questionnaire sont transcrites en 
langage d'ordinateur et lorsqu'on fait des imputations 
pour tenir compte soit de la non-réponse soit des rejets 
au contrôle. 


Erreur d'échantillonnage 


Les données qui sont basées sur les réponses 
recueillies auprès d'un échantillon et qui sont ensuite 
pondérées sont sujettes à une erreur vu que la répartition 
des caractéristiques au sein de l'échantillon n'est 
habituellement pas identique à la répartition des 
caractéristiques au sein de la population à partir de 
laquelle l'échantillon a été prélevé. 


L'erreur possible introduite par l'échantillonnage 
variera en fonction de la rareté relative de la 
caractéristique au sein de la population. Lorsqu'il y a 
des cases comportant des chiffres assez grands, l'erreur 
possible attribuable à l'échantillonnage, en proportion de 
la valeur de la case, sera relativement petite. Si les 
valeurs des cases sont petites, cette erreur, en 
proportion de la valeur de la case, sera toutefois 
relativement importante. 


Le tableau suivant présente une évaluation 
approximée de l'erreur provenant de l'échantillonnage. 
Cette évaluation ne devrait servir que de guide. 


Table: Approximate Standard Error Due to Sampling for 1981 Census Sample Data 


Tableau: Erreur type approximée provenant de l'échantillonnage des données-échantillon du recensement de 1981 


—e— —————_—_—_— 


Cell Value - Valeur des cases 


50 100 200 500 1,000 2,000 5,000 10,000 20,000 50,000 100,000 500,000 


Approximate Erreur 

Standard type 

Error 15 20 30 45 65 90 200 280 435 600 1,300 appro- 
ximée 


_ Cr TO Eee 


Users wishing to determine the approximate 
error due to sampling for any given cell of data, 
based upon the 20% sample, should choose the 
standard error value in the column of the standard 
error table whose heading is closest to the value of 
the given cell in the census tabulation. When using 
the obtained standard error value, in general the 
user can be reasonably certain that, for the 
enumerated population, the true value (discounting 
all forms of error other than sampling) lies within 
plus or minus three times the standard error (e.g., 
for a cell value of 1,000 the range would be 
1,000 + or - 3X65 or 1,000 + or - 195), 


The standard errors given in the above table 
will not apply to population or universe (persons, 
households, dwellings or families) totals or sub- 
totals for the geographic area under consideration 
(see Sampling and Weighting above). The effect of 
sampling for these cells can be determined by 
comparison with a corresponding 100% bulletin. 


The effect of the particular sample design and 
weighting procedure used in the 1981 Census will 
vary, however, from one characteristic to another 
and from one geographic area to another. The 
standard error values in the above table may, 
therefore, understate or overstate the error due to 
sampling. Factors which can be applied as an 
adjustment to these standard error values for each 
individual variable may be obtained by contacting 
the nearest Statistics Canada reference centre (see 
inside front cover). 


These adjustment factors, additional 
information on the census methodology - in 
particular on sampling and weighting - and a more 
comprehensive assessment of the quality of the 
census data collected on a sample basis will be 


included in Data Quality - Sample Population 
(Catalogue No, 99-905). 


SPECIAL NOTES 


Structural Type Data 


The reporting of Structural Type of dwelling in 
any census or survey can be expected to be subject 
to potentially significant response error. This is 
perhaps due in part to the variety of sometimes 
complex structures, regional differences in 
terminology, and local real estate advertising. The 
level and nature of this error have been shown to 
vary according to the methodology used to collect 
the data. For the 1976 Census, the Structural Type 
was determined by the Census Representative. For 
the 1981 Census the Structural Type was 
determined by the respondent. 
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Les utilisateurs qui désirent connaître l'erreur 
approximée provenant de l'échantillonnage pour une case 
de données en particulier, d'après l'échantillon 20 %, 
n'ont qu'à choisir la valeur de l'erreur type dans la 
colonne du tableau des erreurs types dont la rubrique est 
le plus près de la valeur de la case dans la totalisation du 
recensement. Lorsqu'il utilise la valeur obtenue de 
l'erreur type, l'utilisateur peut en général être 
raisonnablement certain que la valeur réelle de la 
population recensée (si l'on ne tient compte d'aucune 
forme d'erreur autre que l'échantillonnage) se situera à 
plus ou moins trois fois l'erreur type (par exemple pour 
une case dont la valeur est 1,000, l'écart s'étendra de 
1,000 + ou - 3X65 ou 1,000 + ou - 195). 


Les erreurs types données dans le tableau ci-dessus 
ne s'appliqueront pas aux totaux ou totaux partiels de la 
population ou de l'univers (personnes, ménages, 
logements ou familles) de la région géographique à 
l'étude (voir Échantillonnage et pondération ci-dessus). 
On peut connaître l'effet de l'échantillonnage sur ces 
cases en consultant le bulletin correspondant qui 
présente les données intégrales. 


Les répercussions du plan d'échantillonnage et de la 
procédure de pondération utilisées au recensement de 
1981 varieront, cependant, d'une caractéristique à une 
autre et d'une région géographique à l'autre. Les valeurs 
de l'erreur type dans le tableau ci-dessus pourront 
toutefois surestimer ou sous-estimer l'erreur provenant 
de l'échantillonnage. Pour obtenir les facteurs qui 
peuvent servir à rectifier les valeurs de l'erreur type de 
chaque variable, on peut s'adresser au centre de 
référence de Statistique Canada le plus proche (voir les 
renseignements au verso de la couverture avant). 


Ces facteurs de rectification ainsi que des 
renseignements additionnels sur la méthodologie du 
recensement (plus particulièrement sur l'échantillonnage 
et la pondération) et une évaluation plus complète de la 
qualité des données du recensement recueillies auprès de 
l'échantillon paraîtront dans le bulletin Qualité des 


données -  Population-échantilion (n° 99-905 au 
catalogue). 


NOTES SPÉCIALES 


Données sur le type de construction 


La déclaration du type de construction d'un logement 
lors d'une enquête ou d'un recensement fait souvent 
l'objet d'erreurs de réponse importantes. La situation est 
sans doute attribuable en partie à la diversité des 
constructions quelquefois complexes, aux différences de 
terminologie d'une région à l'autre et à la publicité 
locale dans le domaine de l'immeuble. Il a déjà été 
prouvé que le niveau et la nature de cette erreur de 
réponse variaient selon la méthode utilisée pour 
recueillir les données. Au recensement de 1976, c'est le 
recenseur qui a établi le type de construction, alors qu'au 
recensement de 1981, le recensé s'en est chargé. 


Analysis has shown that the 1976 data 
contained substantially fewer errors than the 1981 
data for this variable. Comparisons between 1976 
and 1981 Census data for Structural Type will 
therefore reveal certain inconsistencies. (Note: 
The count of dwellings is not in question, anly how 
the total number of dwellings is broken down into 
Structural Type.) These inconsistencies will vary 
in degree from one geographic area to another and 
from one Structural Type to another. 


Geographically the degree of error in dwelling 
classification is highest in the core areas of larger 
cities; those areas with older and converted or 
complex structures for which proper classification 
by respondents would be more difficult. The 
degree of error decreases as one moves outward 
from the core areas. Indeed there do not appear to 
be data quality problems in this regard for rural 
areas. 


From the structural perspective the counts for 
Apartments in buildings with five or more storeys 
are believed to be relatively accurate. Counts for 
other types of dwellings in multiple unit structures 
(e.g., Apartments in buildings of less than five 
storeys and Row Houses), on the other hand, may 
contain varying degrees of error. For these 
dwellings there have been two types of 
misclassification. First, there are misclas- 
sifications among various types of the multiple unit 
structures. For example, Apartments in buildings 
of less than five storeys have frequently been 
classified as Row Houses, Semi-detached, etc. 
Second, there are some misclassifications between 
muitiple and single structures. For example, a 
Duplex may have been misclassified as a Single 
Detached. 


A substantial amount of the Structural Type 
error is misclassification among multiple unit 
structures. For this reason the user is advised to 
use the 1981 Census Structural Type data, 
whenever possible, by collapsing into four 
categories: Single Detached, Apartment in a 
building with five or more storeys, Movabie (i.e. 
Mobile and Other Movable), and All Other. The 
error in the aggregated data will be reduced but it 
will not be eliminated. The misclassification of 
dwellings in multiple unit structures can be 
expected, where it occurs, to result in an under- 
reporting for the "All Other" category and a 
compensating overreporting for Single Detached. 
The significance of this error (as a percentage) in 
the count of Single Detached can be expected to 
decrease as the proportion of true Single Detached 
in the geographic area increases. 
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L'analyse a montré que les données de 1976 
renfermaient beaucoup moins d'erreurs que celles de 
1981 en ce qui concerne cette variable. Les 
comparaisons faites entre les données des deux 
recensements au sujet du type de construction révéleront 
donc certaines incohérences. (Nota: Le nombre de 
logements n'est pas remis en question, c'est seulement la 
façon de répartir le nombre total de logements selon le 
type de construction.) Ces incohérences varieront en 
importance d'une région géographique à l'autre et d'un 
type de construction à l'autre. 


Au niveau géographique, le degré d'erreur dans le 
classement des logements est plus fréquent dans le 
centre des grandes villes; c'est en effet dans ces régions 
que l'on retrouve de vieilles constructions ou des édifices 
transformés ou complexes que les recensés ont bien du 
mal à classer. Le degré de l'erreur décroît à mesure que 
l'on s'éloigne du centre de la ville. En effet, il ne semble 
pas y avoir de problèmes de qualité de données à cet 
égard dans les régions rurales. 


Du point de vue de la construction, le nombre 
d'appartements dans les immeubles de cing étages ou 
plus est, croyons-nous, relativement exact. Le nombre 
d'autres genres de logements dans des constructions à 
logements multiples (par ex., des appartements dans des 
immeubles de moins de cing étages et des maisons en 
rangée), peut par contre, renfermer ce genre d'erreur 
mais à des degrés divers. Nous avons relevé deux genres 
de classement erroné pour ces logements. En premier 
lieu, il y a eu classement erroné parmi les divers types 
de construction à logements multiples. Par exemple, des 
appartements dans des immeubles de moins de cing 
étages ont fréquemment été classés comme maisons en 
rangée, maisons jumelées, etc. En second lieu, il y a eu 
erreur au niveau des constructions multiples et 
individuelles. Par exemple, un duplex a pu être classé 
par erreur comme une maison individuelle non attenante, 


Une forte proportion de l'erreur du type de 
construction est survenue pour les constructions à 
logements multiples. Pour cette raison, l'utilisateur 
serait avisé, toutes les fois qu'il recourt aux données du 
recensement de 1981 sur le type de construction, de les 
regrouper si c'est possible selon les quatre catégories 
suivantes: maisons individuelles non  attenantes, 
appartements dans un immeuble de cinq étages ou plus, 
logements mobiles (c.-à-d, les habitations mobiles et les 
autres logements mobiles) et tous les autres. L'erreur 
dans les données agrégées décroîtra mais elle ne sera pas 
éliminée. On peut s'attendre à ce qu'un classement 
erroné des logements dans des immeubles à logements 
multiples, lorsqu'il se produit, entraîne un sous- 
dénombrement de la catégorie "tous les autres" et un 
surdénombrement équivalent dans le cas des maisons 
individuelles non attenantes. On peut s'attendre à ce que 
l'importance (en pourcentage) de l'erreur au niveau du 
nombre de logements individuels non attenants diminue à 
mesure qu'augmentera le nombre "réel" de logements 
individuels non attenants dans la région en question. 


For many tabulations (Census Tract, Census 
Subdivision, Census Division, Census Metropolitan 
Area, Province level tabulations, as examples) it is 
possible (with some cross-reference to other 1981 
Census information and to 1976 Structural Type 
data) to determine whether for the particular 
geographic area there is a data quality problem for 
Structural Type, the degree of this problem, and 
most probably how the data have been 
misclassified. 


The procedure is based upon Period of 
Construction data. These data, which were 
collected on a sample basis in the 1981 Census, 
permit the identification of new construction - i.e. 
of occupied dwellings constructed in the period 
1976-1980 plus those constructed in the first five 
months of 1981. To the extent that dwelling stock 
is stable (ideally no conversions and no demolitions) 
over a five-year period, then adding the new 
construction - obtained from the 1981 Census data 
- to the 1976 Census Structural Type counts should 
yield values close to those for the 1981 Census. 
While differing vacancy rates, demolitions and 
conversions (among other things) must be taken 
into consideration, the degree to which these 
adjusted counts do not agree with 1981 counts by 
Structural Type should give a clear indication of 
the quality of the data - both 1981 and 1976. 


Three basic steps are involved in making this 
assessment of the quality of the data: 


(1) Ascertain the 1976 Census geographic area 
corresponding to the 1981 Census geographic 
area for which Structural Type data are being 
tabulated. 


(2) Bring together, for the given geographic area 
(or areas), the 1976 and 1981 Structural Type 
data with the 1981 data cross-tabulated by 
Period of Construction (Sample data) and add 
counts for 1976-1981 Period of Construction 
to 1976 counts by Structural Type to produce 
“adjusted 1981 Counts". (The two 1981 
Apartment categories must be added 
together for this purpose.) 


(3) Compare the 1981 Census counts by 
Structural Type with the adjusted 1981 
Census counts by Structural Type and assess 
differences. 
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Pour bon nombre de totalisations (par ex., au niveau 
des secteurs de recensement, subdivisions de 
recensement, divisions de recensement, régions 
métropolitaines de recensement et provinces), il est 
possible (avec certains recoupements à d'autres données 
du recensement de 198] et aux données sur le type de 
construction de 1976) d'établir s'il y a un probléme de 
qualité dans les données sur le type de construction pour 
une région géographique particuliére, la nature du 
probléme et, trés probablement, la raison du classement 
erroné. 


La méthode se fonde sur les données touchant la 
période de construction. Ces données, qui ont été 
recueillies auprès d'un échantillon au recensement de 
1981, permettront d'identifier les constructions neuves, 
c'est-à-dire les logements occupés construits au cours de 
la période 1976-1980 ainsi que ceux qui ont été 
construits dans les cinq premiers mois de 1981. Dans la 
mesure où le stock de logements est stable (idéalement, 
il n'y aurait ni transformation ni démolition) au cours 
d'une période de cinq ans, si l'on ajoute la construction 
neuve - chiffres que l'on a obtenus au recensement de 
1981 - aux chiffres sur le type de construction au 
recensement de 1976, on devrait pouvoir obtenir des 
valeurs assez près de celles qui ont été obtenues au 
recensement de 1981. Bien que les différents taux 
d'inoccupation, les démolitions et les transformations 
(entre autres) doivent être pris en considération, l'écart 
entre ces chiffres rectifiés et les chiffres de 1981 selon 
le type de construction devrait nous donner une 
indication claire de la qualité des données, tant pour 
1981 que pour 1976. 


L'évaluation de la qualité des données se fait en trois 
étapes: 


(1) S'assurer que la région géographique au recensement 
de 1976 correspond à celle du recensement de 1981 
pour laquelle on a totalisé des données sur le type de 
construction. 


(2) Regrouper, pour une ou des régions géographiques 
données, les chiffres de 1976 et de 1981 sur le type 
de construction aux recoupements de 1981 selon la 
période de construction (données échantillonnées) et 
ajouter les chiffres de la période de construction 
1976-1981 aux chiffres de 1976 selon le type de 
construction, ce qui produira les chiffres rectifiés 
de 1981. (À cette fin, il faut additionner les 
chiffres des deux catégories de 1981 sur les 
appartements.) 


G) Comparer les chiffres du recensement de 1981 sur le 
type de construction aux chiffres rectifiés de ce 
même recensement et évaluer la différence. 


Period of Construction (for period 1976 to 1981) 
data cross-tabulated by Structural Type are being 
specially prepared for use in carrying out this 
procedure. (If there has been no new construction 
for the geographic area of interest then the Period 
of Construction data will not be needed and 1976 
Structural Type data can be compared directly 
with the appropriate 1981 Structural Type data.) 
These tabulations and a more detailed description 
of the procedure with interpretative notes are 
available upon request. See inside front cover on 
how to obtain more information. 


Further information on the quality of the 
Structural Type data will be included in Data 
Quality - Total Population (Catalogue No. 99-904). 


Rural Farm Population 


It is quite probable that the counts shown for 
"rural farm population" are below the 1976 
counterparts due to the more exclusive nature of 
the 1981 definition - see "Rural Farm Population" 
in the definition section. 


REFERENCE PRODUCTS 


The 1981 Census Dictionary (Catalogue No. 99- 


-901) contains the complete range of definitions for 
all variables and terms used in the 1981 Census 
data products. Of general interest would be 


information contained in Summary Guide - Total 
Population (Catalogue No. 99-902) and Summar 
Guide - Sample Population (Catalogue No. 39-903) 


which include reproductions of the census 
questionnaire forms and basic indicators of data 
quality. Further details on the data quality may be 
obtained from Data Quality - Total Population 
(Catalogue No. 99-904) and Data Quality - Sample 


Population (Catalogue No. 99-905). 


A wide range of other analytical and reference 
products are available and described, along with 
information on data products and available 
services, in Products and Services of the 1981 
Census of Canada. 


SYMBOLS 


The following standard symbols are used in 
Statistics Canada publications: 


-» figures not available. 

. figures not appropriate or not applicable. 
- nil or zero. 

-- amount too small to be expressed. 
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Les données sur la période de construction (pour la 
période 1976 & 1981) avec recoupements selon le type de 
construction sont préparées spécialement pour effectuer 
cette procédure. (S'il n'y a eu aucune construction neuve 
dans la région en question, les données sur la période de 
construction ne seront pas alors requises et les données 
de 1976 sur le type de construction pourront être 
comparées directement avec les données corres- 
pondantes de 1981.) On peut obtenir sur demande ces 
totalisations ainsi qu'une description plus détaillée de la 
procédure accompagnée de notes d'interprétation. Pour 
plus de renseignements, prière de se reporter au verso de 
la couverture avant. 


D'autres renseignements sur la qualité des données | 
portant sur le type de construction paraîtront dans le 
bulletin n° 99-904 au catalogue intitulé Qualité des 


données - Population totale. 


Population rurale agricole 


Il est fort probable que les chiffres de la "population 
rurale agricole" soient inférieurs A ceux de 1976 en 
raison de la nature plus restrictive de la définition de 
1981 - voir "Population rurale agricole" dans la partie 
des définitions. 


PRODUITS DE REFERENCE 


Le Dictionnaire du recensement de 1981 (n° 99-901 
au catalogue) donne les définitions de toutes les 
variables et de tous les termes utilisés dans les produits 
du recensement de 1981. Les renseignements que 
renferment le Guide sommaire - Population totale 
(n° 99-902 au catalogue) et le Guide sommaire - 
Population-échantillon  (n0 99-903 au catalogue), 
présentent un intérêt général puisqu'ils donnent une 
reproduction des questionnaires du recensement et les 
indicateurs de base de la qualité des données. On peut 
obtenir plus de détails sur la qualité des données dans 
Qualité des données - Population totale (n0 99-904 au 


catalogue) et Qualité des données - Population- 
échantillon (n° 99-905 au catalogue). | 

La publication Produits et services du recensement 
du Canada de 1981 décrit une foule d'autres analyses et 


de produits de référence, et fournit des renseignements 
sur les produits et services disponibles. 


SIGNES CONVENTIONNELS 


Les signes conventionnels suivants sont employés 
uniformément dans les publications de Statistique 
Canada: 


.. nombres indisponibles. 

. n'ayant pas lieu de figurer. 
- néant ou zéro. 
-- nombres infimes. 


Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


D» Tableau 1. 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d‘occupation 


CANADA 
Total 


Total 
Owned - Possédés 
Rented - Loués 


Urban: - Régions urbaines: 
Total 


Total 
Owned - Possédés 
Rented - Loués 


500,000 and over - 500,000 et plus 


Total 
Owned - Possédés 
Rented - Louës 


100,000 -495,889 


Total 
Owned - Possédés 
Rented - Loués 


30,000 - 98,998 


Total 
Owned - Possédés 
Rented - Loués 


10,000 - 29,999 


Total 

Owned - Possédés 

Rented - Loués 
5,000 - 9,999 

Total 

Owned - Possédés 

Rented - Loués 
2.500 - 4,899 

Total 

Owned - Possédés 

Rented - Louës 
1,000 - 2,498 
Total 
Owned - Possédés 
Rented - Loués 


Rural: - Régions rurales: 
Total 
Total 


Owned - Possédés 
> Rented - Loués 


Non-ferm - Non agricoles 


Total 
Owned - Possédés 


See note(s) and footnote (s) at end of table. 


Total 


occupied 
private 
dwellings 
. 1920 
Total 
des or before 
l oa ne 8 1920 
P ou avant 


occupés 


8,281,530 885,110 | 1,053, 140 | 1,856, 050 
5, 141,930 605, 180 639,315 | 1,221,830 
3, 139,600 279,935 413, 820 634,220 
6,508, 685 568, 830 836,265 | 1,552,390 
3.652.245 341.055 467,975 975.605 
2.856,445 227,770 368,295 576, 785 
3,620,420 252,080 445, 160 858,960 
1,841,295 134,550 227.890 521,690 
1,779,125 117,525 217,270 377,275 
907, 490 75,695 130, 440 215,015 
539,510 47,685 83,015 151,180 
367.980 28.010 47,425 63,845 
698,050 65,875 85, 850 158,165 
421,340 37,890 46,000 108.550 
276.710 27,985 39,850 49,620 
520,650 57,730 71,160 115,220 
332.195 38.335 43,020 78,235 
188.450 19,395 28.140 36,985 
266,215 36.450 35,575 58.410 
173,310 24,255 22,295 38,855 
92,905 42.195 13, 285 19,550 
268,310 40,870 35, 660 57,830 
180, 625 27,990 22,765 40,835 
87,690 12,880 12,895 16,995 
227,555 40,130 32,420 48,790 
163,970 30,355 22,990 36,270 
63.590 9,775 9,430 12,520 
1,772, B40 316,280 216,875 303, 660 
1,489, 685 264.115 171,340 246,230 
283, 155 52, 155 45,530 57, 430 
1,500, 390 228.000 173,450 259,325 
1,230,760 180.580 131,200 204,595 


- Voir nota et renvois) à te fin du tableau. 


Period of construction 


Période de construction 


= 1846-1960 | 1961-1970 | 1971-1975 | 1976-1979 1880 1981(1) 


1,799,745 
980,465 
819, 280 


1,514,785 
7 741,655 
773, 130 


937.340 
398.150 
539, 190 


202,270 
105,835 
96,440 


138,775 
84,635 
55,140 


103,690 
64,520 
39,170 


47,015 
30, 150 
16,865 


46.760 
31,165 
15,595 


37,940 
27,205 
10,735 


284,960 
238,810 
46,145 


247,890 
203,245 


1,324,950 
814, 430 
510,520 


1,032,910 
$57,305 
475,610 


566,235 
274,960 
291,270 


146,030 
77,400 
68,630 


122,190 
71,770 
50,420 


83.970 
55,000 
28,975 


41,980 
27,655 
14,320 


40,940 
28,075 
12, 870 


31,565 
22,435 
9,125 


292,040 
257, 130 
34,910 


264, 325 
230,030 


1,109,040 
714,330 
394,710 


821,510 
464,290 
357,220 


423,885 
227, 100 
196,790 


115,975 
63,615 
52,360 


102,605 
59.175 
43,435 


72,165 
43,980 
28,185 


38,955 
25,010 
13.950 


37,485 
24,525 
12,960 


30,430 
20,895 
8,540 


287,530 
250,040 
37,490 


262,560 
225,600 


Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


206,145 
134.055 
72,085 


148,610 
84,375 
64,240 


78,955 
45,920 
33,035 


18,395 
8,910 
9,485 


18, 680 
10,505 
8, 180 


14,000 
7,555 
6,450 


6,305 
4,090 
2,215 


7,045 
4,225 
2,815 


5,230 
3,165 
2,060 


57,525 
49, 680 
7,845 


52.050 
44,300 


82-932 


47,355 
32,320 
15,035 


33,385 
19,990 
13,395 


17,800 
11,035 
6,765 


3,670 
1,880 
1,790 


4,895 
2,815 
2,080 


2,710 
1,565 
1, 145 


1,525 
1,000 
525 


1,730 
1,045 
680 


1,055 
655 
400 


13,970 
12,330 
1,640 


12,790 
11,210 


1-2 82-832 


Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total Period of construction 


occupied - 
private Période de construction 
Tenure dwellings 
- 1920 
Mode d’occupation Total or before 
1 - 1946-1960 | 1961-1970 | 1971-1975 | 1876-1979 1980 1981 (1) 
ogements 1920 
privés ou avant 
occupés 


Rented - Loués 269, 630 47,420 42,250 54,730 44,640 34,290 36,970 7,750 1,585 


Farm - Agricoles 


Total 272,450 88.285 43,430 44,335 37.065 27.715 24,965 5,480 1, 1860 
Owned - Possédés 258.925 83,540 40,145 41,635 35,565 27,090 24,445 5.380 1,125 
Rented - Loues 13,520 4,740 3,280 2,700 1,505 625 525 95 60 


Newfoundland - Terre-Neuve 


Total 
Total 148,415 12,510 18,465 35.670 31,690 26,295 19,350 3,680 760 
Owned - Possédés 119.695 11,140 15,650 29,735 24,125 20,765 14,750 2,920 615 
Rented - Loués 28,720 4,370 2,820 5,930 7,565 5,530 4,605 770 140 


Urban: - Régions urbaines: 


Total 
Total 90,065 7,120 10,740 21,650 20,930 16,285 10,980 1,965 395 
Owned - Possédés 66,505 6,005 8,530 17,095 14,520 11,665 7.105 1,310 280 
Rented - Loués 23.565 1,115 2,215 4,555 6,415 4,620 3.875 655 120 


100,000 -499,999 


Total 31,655 3,070 3,730 6,025 7,440 6,085 4,385 805 100 
Owned - Possédés 18,975 2,305 2,665 4,350 4,485 3,490 2,175 465 50 
Rented - Loues 11,675 765 1,070 1,680 2.955 2,600 2,220 345 50 


10,000 - 28,898 


Total 23,545 1,100 2,420 5,750 6,320 4,395 2,945 500 125 
Owned - Possédés 17,655 985 1,985 4,740 4,355 3,360 1, 865 300 65 
Rented - Loues 5,890 115 425 1,010 1,970 1,035 1,080 200 55 


5,000 - 9,998 


Total : 8,850 580 1,095 3,405 2.100 1,525 985 130 40 
Dwned - Possédés 7,030 530 725 2.240 1,490 1.145 760 100 35 
Rented - Loués . 2.825 50 365 1,160 605 380 230 30 5 


2,500 - 4,898 


Total 13.515 1,340 1,960 3,520 2,500 2,345 1,505 270 80 
Owned - Possédés 11,555 1,245 1,685 3,040 2,070 1,980 1,260 200 70 
Rented - Loués 1,960 95 275 480 430 370 240 65 10 


1,000 - 2,499 


Totsl 11,505 | : 1,030 1,535 2,950 2,570 1,935 1,160 265 55 
Owned - Possédés 10,295 945 1,460 2,725 2.120 1,690 1,050 245 55 
Rented - Loués 1,210 85 80 225 450 240 110 15 - 
Rural: - Régions rurales: 
Total 
Total 58,350 5,390 7,725 14,020 10,760 10,010 8.370 1,720 360 
Owned - Possédés 53,190 5,135 7,120 12,645 9,610 8,100 7,640 1,605 340 
Rented - Loués 5.160 255 600 1,375 1,155 910 725 115 20 


Non-farm - Non agricoles 


Total 57,905 5,365 7,635 43,875 10,700 9.945 8.335 1,695 360 
Owned - Possédés 52,760 5,110 7,030 12,500 9,550 9,045 7,605 1,585 335 
Rented - Louës 5. 150 255 605 1,375 1, 150 905 730 115 25 


See note(s) and footnote(s) at end of table. - Voir nota et renvoi(s) à le fin du tableau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 


Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 1. 


Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 


régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur tes données-échantillon (20%) 


Total 


Period of construction 


occupied . 
private Période de construction 
Tenure dwellings 
7 Total 1820 
Mode d'occupation des or before 
\ - 1946-1960 | 1961-1970 | 1971-1975 | 1976-1979 1980 
ogements 1920 
pr ives ou avant 
occupés 
Farm - Agricoles 
Total 445 25 90 145 60 65 40 20 
Owned - Possédés 430 25 90 145 55 55 40 25 
Rented - Loués 10 - - - 5 5 - - 
Prince Edward Island - Île-du- 
Prince-Édouard 
Total 
Total 37, 660 9,905 5,015 4,955 5,430 6,575 4,935 755 
Owned - Possédés 28,495 7,865 3,715 3,365 3,895 5,395 3,670 520 
Rented - Loués 9,165 2,040 1,300 1,590 1,535 1, 180 1,270 235 
Urban: - Régions urbaines: 
Total 
Total 14,930 3,030 2.275 2,625 2.700 2,300 1,740 250 
Owned - Possédés 8.325 1,585 1,265 1,405 1,565 1,520 900 75 
Rented - Loues 6.610 1,445 1,005 1,220 1.140 780 830 175 
10,000 - 29,999 
Total 12,365 2.470 1.940 2,305 2,310 1,805 1,335 195 
Owned - Possédés 6,495 1,135 1.030 1,170 1,280 1,155 660 60 
Rented - Loués 5,865 1,335 915 1,125 1,025 650 670 140 
5,000 - 2,499 
Total 2,565 560 330 320 395 495 405 55 
Owned - Possédés 1,830 450 240 230 290 365 240 15 
Rented - Loués 740 110 90 90 110 135 160 40 
Rurel: - Régions rurales: 
Total 
Total 22,730 6,875 2,740 2,330 2,725 4,280 3,200 510 
Owned - Possédés 20,175 6.280 2.445 1,960 2.335 3.880 2.765 445 
Rented - Loués 2.555 595 295 375 400 400 435 65 
Non-farm - Non agricoles 
Total 19,755 §,235 2.355 2,060 2,495 3,980 3,075 485 
Owned - Possédés 17,245 4,670 2.075 1,695 2.095 3,585 2,635 420 
Rented - Loués 2,505 560 280 365 400 395 440 65 
Farm - Agricoles 
Total 2,975 1,640 380 270 240 295 125 20 
Owned - Possédés 2,925 1,610 365 265 235 290 130 20 
Rented - Loués 55 35 15 5 - - - - 
Nova Scotia - Nouvelle-Écosse 
Total 
Total 273,195 59,600 38,515 48, 460 43,770 44,450 31,955 5,455 
Owned - Possédés 195,310 46,515 28,345 35,665 27,650 31,110 21,330 3,965 
Rented - Loués 77,885 13,080 10,165 12,790 16,115 13,340 10,630 1,490 
Urban: - Régions urbaines: 
Total 
Total 156, 805 29,100 25,365 30,850 27,490 24,200 16,900 2,425 
Owned - Possédes 92,070 19,585 16,995 20,130 13,255 12,695 7,990 1,175 
Rentad - toués 64,735 9,515 8,370 10,720 14,235 11,500 8.910 1,245 


See notels) and footnote(s) at end of table. - Voir note et renvoi (s) à le fin du tebleau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, € 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Period of construction 


Total 
occupied 
private 
dwellings 


Période de construction 


Tenure 
- 1920 
Mode d’occupation Total or before 
| - 1921-1945 | 1946-1960 | 1961-1970 | 1971-1975 | 1976-1979 1980 1981 (1) 
ogements 
rr 1820 
prives ou svant 
occupés 


100,000 -499,999 


Total 77,695 7,040 10.300 16,540 17,550 14,595 10,365 1,075 230 
Owned - Possédés 37,980 3,835 6,285 9,500 6,655 6,700 4,365 490 150 
Rented - Loués 39.720 3,205 4,020 7.045 10,895 7,895 5,995 585 80 
30,000 - 99,999 
Total 10, 830 — 2,475 2,245 2.435 1,405 1,170 970 120 15 
Owned - Passédés 6,995 1,660 1,520 1,880 910 595 365 70 5 
Rented - Loués 3,840 815 725 555 495 580 605 50 10 
10,000 - 28,999 
Total 30,935 8,950 6,880 5,050 3,250 3,520 2,665 535 85 
Owned - Possédés 22,760 6,940 5,245 4,010 2,315 2,200 1,690 310 45 
Rented - Loues 8,170 2,010- 1,635 1,035 935 1,320 970 225 40 
5,000 - 9,988 
Total 17,695 4,805 2,895 3,425 2,490 2,315 1,295 365 105 
Owned - Possédés 10, 650 2,895 1,745 2,110 1,535 1,515 685 140 25 
Rented - Loués 7,045 1,910 1,145 1,320 960 805 605 220 80 
2,500 - 4,999 | 
Total 9,815 2,765 1,610 1,595 1,605 1.345 750 130 10 
Owned - Possédés 6,470 1,840 1,110 1,280 980 830 375 60 - 
Rented - loués 3,345 925 500 310 625 515 385 70 10 
1,000 - 2,499 
Total 9,835 3,070 1,435 1,805 1, 190 1,245 850 200 30 
Owned - Possédés 7,220 2,425 1,090 1,350 860 860 505 110 15 
Rented - Loués 2,610 650 345 460 325 385 345 90 15 
Rural: - Régions rurales: 
Total 
Total 116,390 30.495 13.150 17,605 16,280 20,250 15,055 3,030 530 
Owned - Possédés 103,240 26,935 11,350 15,535 14,395 18.410 13,335 2,790 490 
Rented - Loués 13, 150 3.565 1,800 2,065 1,880 1,835 1,720 245 35 
Non-farm - Non egricoles 
Total 111,815 27,780 12,675 17,475 15,980 19, 860 14,840 2.985 515 
Owned - Possédés 98,775 24,260 10,895 15,120 14,110 18,040 13,120 2.740 485 
Rented - Loués 13,040 3,515 1,780 2,055 1,870 1,825 1,720 240 35 
Farm - Agricoles 
Total 4,570 2,715 475 425 300 385 215 45 15 
Owned - Possédés 4,460 2,670 450 410 290 370 215 45 5 
Rented - loués 115 45 20 55 10 15 - - § 
New Brunswick - Nouveau~Brunswick 
Total 
Total 214,915 37.800 29.630 39,265 34,475 39.315 29,385 4,390 665 
Owned - Possédés 157, 680 26.780 20,305 28,815 24,405 29,660 23.370 3,790 555 
Rented - Loués 57,240 11,020 9,320 10, 450 10,070 9,655 6,015 600 110 
Urban: - Régions urbaines: 
Total 
Total 116,595 19,115 17,295 24,655 21,835 19,945 12,265 1,320 175 
Owned - Possédés 70, 120 10,305 9,695 16,250 13.250 11,815 7,745 950 105 


See note (s) and footnote (s) at end of table. - Voir note et renvois) à le fin du tableau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%! 


Tenure 


Mode d‘occupation 


Rented - Loués 
30.000 - 89,999 
Total 
Owned - Possédés 
Rented - Loués 
10,000 - 29,999 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,999 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,489 
Total 
Owned - Possédés 
Rented - Louës 
Rural: - Régions rurales: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - Louës 
Ferm - Agricoles 
Totel 
Owned - Possédés 
Rented - Loués 
Québec 
Total 
Total 
Owned - Possédés 
Rented - Louès 


Urban: - Régions urbaines: 


Total 
Owned - Possédés 
Rented - Loués 


Total 
occupied 
private 
dwellings 


Total 
des 

logenents 
privés 

occupés 


46, 480 


71,825 
41,250 
30.575 


13,460 
8,125 
5,335 


14,715 
6,725 
4,995 


8, 155 
5,510 
2,640 


11,440 
8,505 
2,930 


98, 320 
87,560 
10,760 


84,560 
83.880 
10.680 


3,765 
3,685 
80 


2,172,855 
1,157,425 
1,015, 430 


1,751,750 
807,980 
943,770 


1820 


or before 


1920 


ou avant 


8.805 


10,905 
4,775 
6,130 


1,730 
1,080 
655 


2,440 
1,745 
695 


1,955 
1,195 
755 


2,085 
1,510 
575 


18,690 
16,480 
2.210 


16,685 
14,515 
2.170 


2,010 
1,970 
40 


237,670 
133, 090 
104,580 


153,605 
63,325 
90,280 


7,600 


9,535 
4,810 
4.725 


2,740 
1,540 
1,200 


1,275 
765 
510 


1,775 
1,435 
645 


1,965 
1,450 
515 


295,620 
125,740 
169, 880 


243,520 
84, 660 
158, 865 


Période de construction 


1921-1845 | 1946-1960 | 1961-1970 | 1971-1975 | 1976-1978 


8,405 


14,570 
10, 180 
4,400 


3, 135 
2,035 
1,100 


3,185 
1,105 
2,085 


1,550 
1,210 
340 


2,205 
1,725 
485 


518,040 
274,735 
243,305 


453,020 
222,300 
230,720 


See notels] and footnoteis) at end of table. - Voir nota et renvoils) & ta fin du tableau. 


8.580 


14,545 
8,795 
5,750 


2,525 
4,355 
1,170 


2,015 
1,140 
875 


1,185 
810 
375 


1,565 
1,150 
410 


480, 890 
240, 460 
240, 430 


422,805 
192,805 
229,995 


Period of construction 


8.135 


13,600 
7,360 
6,240 


1,795 
1, 190 
600 


1,570 
1.100 
475 


1,005 
715 
290 


1,985 
1,450 
535 


19,365 
17,845 
1,515 


19,005 
17,490 
1,510 


321,565 
186,220 
135,350 


255,905 
129,710 
126.200 


4,520 


7,765 
4,675 
3,090 


1,370 
840 
§35 


1,085 
765 
320 


565 
390 
180 


1,470 
1,080 
385 


17,125 
15,630 
1.495 


16,895 
15,405 
1.485 


230 
220 
10 


265.920 
165,035 
100, 885 


186,905 
96.975 
89,935 


1980 


115 


100 


145 
20 


3,065 
2.835 
230 


3,035 
2,805 
230 


44,575 
27,110 
17,470 


29.900 
15, 150 
14,755 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, € 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total Period of construction 


occupied - 
private Période de construction 
1 dwellings 
enure . 
| : Total 1920 
Mode d‘occupation des or before 
I - 1946-1960 | 1961-1970 | 1971-1975 | 1976-1979 1980 1981(1) 
ogements 1920 
privés 
occupés ou svant 


500,000 and over - 500,000 et plus 


Total 1,202,050 97,210 160,835 313,795 317,080 172,725 119.345 17,295 3,770 
Owned - Possédés 496, 155 32.510 47,035 140,675 128,720 78,710 56.685 9,755 2,065 


Rented - Louës 705.895 64,700 113,805 173,115 188,360 94,010 62, 660 7,540 1,705 


100,000 -499,989 


Total 105,770 7,845 15,225 25,970 21,090 18,200 14,220 2.650 575 
Owned - Possédés 53,760 3,150 6.335 14,240 11,715 10,075 7,160 865 205 
Rented - loués 52.015 4,690 8.890 11,725 8,375 8.125 7,055 1,785 370 


30,000 - 95,989 


Total 149,235 12,090 23,005 39.155 30,670 22.150 18,140 3,350 675 
Owned - Possédés 80,790 5, 490 8,675 22,400 19,570 12,930 10,125 1,280 305 
Rented - Loués 68,445 6,600 14,335 16, 755 44,095 8,220 8,015 2,065 365 


10,000 - 29,999 


Total 123,720 9,525 18,380 33,470 25,615 19,400 14,350 2,585 400 

Owned - Possédés 70,005 5,090 8,355 19,245 14,665 12,280 9,040 1,170 . 170 

Rented - Loues 53,715 4,435 10.030 14,220 10,950 7,125 5,305 1,415 235 
5,000 - 9,999 

Total 39,075 4,435 6,090 8.805 7,075 5,325 5,270 915 150 

Owned - Possédés 23,230 2,360 2,930 6,010 4,480 3,365 3,565 445 70 

Rented - Loués 15, 850 2,075 3,155 3, 800 2,595 1,955 1,705 470 85 


2,500 - 4,999 


Total 71,360 10,835 10,425 17, 080 12,875 10,355 7,965 1,520 305 
Owned - Possédés 43,005 6,530 5,485 10,380 7,735 6,915 5,085 740 435 
Rented - Loués 28,355 4,305 4,940 6,700 5,145 3,440 2.885 785 470 


1,000 - 2,499 


Total 60,540 11,670 9,560 13,755 8.395 7,760 7,615 1,585 205 
Owned - Possédés 41,050 8,200 5,845 9,355 5.910 5,430 5,310 880 115 
Rented - Loués 19,495 3,470 3,715 4,400 2,480 2,330 2,305 700 90 
Rural: - Régions rureles: 
Total 
Total 421, 105 B4,070 52, 100 65,015 58,085 65.655 79,015 14.675 2,495 
Owned - Possédés 349, 445 69,765 41,075 52.435 47.655 56.510 68,065 11,960 1,980 
Rented - Loués 71,655 14,300 11,015 12,585 10,435 9,145 10,950 2.720 510 


Non-farm - Non agricoles 


Total 378,115 63, 645 44,825 60, 145 54,590 62,660 75,895 14,020 2,345 
Owned - Possédés 307,745 49,940 34,045 47.740 44,275 53,590 64,990 11,315 1,845 
Rented - Loués 70,370 13,705 10,780 12,410 10,310 9,065 10,905 2,700 500 


Farm - Agricoles 


Total 42,990 20,420 7,270 4,870 3,500 3,000 3,120 660 150 
Owned - Possédés 41,700 19, B25 7,030 4,700 3,375 2.920 3,075 645 140 
Rented - Loués 1,290 595 240 175 125 80 45 20 10 
Ontario 
Tots! 
Total 2,969,785 386, 200 384,070 683,935 658,205 458,960 333,845 53,435 
Owned - Possédés 1,878,950 277,545 253,070 483,325 343.950 269,175 211,695 32,280 
Rented - Loués 1,090, 835 108, 660 131,000 200,610 314,250 189,785 122, 150 21, 165 


See note (s) and footnote (s) at end of tabie. - Voir nota et renvoi(s} à la fin du tableau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 


Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total 
occupied 
private 
dwellings 


Tenure 


Mode d‘occupation 


Urban: - Régions urbaines: 


Total 
Total 2,482,865 260.450 334,765 599,265 
Owned - Possédés 1,469,925 175,535 217.165 414,265 
Rented - Loués 1,012,935 84,915 117,595 184,995 


500.000 and over - 500,000 et plus 


Total 1,350,275 104,215 168.540 333,240 
Owned - Possedés 743,820 70,110 109,370 214,900 
Rented - Loués 606,455 34,105 59,170 118,335 


100,000 -498,999 
Total 490,420 44,300 75,930 120,590 


Owned - Possédés 307,020 29,610 51,315 $0,920 
Rented - Loués 183,400 14,695 24,615 29,670 


30,000 - 98,998 


Total | 253.935 29.900 35,315 61,895 
Owned - Possédés 155.725 18.465 21,375 46,050 
Rented - Loués 88,210 11,435 13,945 15,845 


10,000 - 28,999 


Totsl 162,015 28,875 23,755 33,925 
Owned - Possédés 105,960 19,390 14,750 25,320 
Rented - toués 56.050 8,480 9.005 8,605 


5,000 - 9,998 


Total 92,875 19,130 13,310 19,995 
Owned - Possédés 62,450 13,225 8.465 14,420 
Rented - Loués 30,430 5,905 4,840 5,580 


2,500 - 4,998 


Total 74,405 18.340 10,055 16,895 
Owned - Possédés 51,660 12.885 | 6,395 12,725 
Rented - loués 22.745 5,450 3,660 4,165 
1,000 - 2,499 
Total . 58.945 15,690 7.860 12,725 
Owned - Possédés 43,295 11,845 5.495 9,935 
Rented - Loués 15,655 3,850 7 2,360 2.790 
Rural: - Régions rurales: 
Total 
Total 486,920 125.750 49,305 84,675 
Owned - Possédés 409,025 102,010 35,910 69,055 
Rented - Loués 77.895 23.745 13,395 15,615 


Non-farm - Non agricoles 


Total 441,915 82,045 41,195 78,030 
Owned - Possédés 338.435 60,880 28,610 62,895 
Rented - Loués 73,480 21.165 12,585 15,130 


Ferm - Agricoles 


Total 75.005 43,700 8,110 6,645 
Owned - Possédés 70,590 41,130 7.300 6,160 
Rented - Loués 4,415 2,575 810 485 


See notels) and footnote(s) at end of table. - Voir nota et renvois) & ie fin du tableau. 


579,355 
274,980 
304,380 


361,965 
147,470 
214,500 


107,425 
58,020 
49,400 


47,815 
27,340 
20,475 


27,735 
17,815 
8,920 


14,490 
9,565 
4,925 


11,440 
8,200 
3.240 


8,490 
6.570 
1,920 


78,845 
68,975 
8,870 


72,985 
63.390 
8.600 


5,855 
5,585 
270 


Period of construction 


Période de construction 


1820 
Tote! or before 
logements - 1946-1960 | 1861-1970 | 1971-1975 | 1976-1979 1980 1981(1) 
privés 1920 
occupés ou avant 


388,130 
204,730 
183,395 


216,275 
105,945 
110, 335 


76, 630 
40,055 
36,575 


40, 1B0 
22,415 
17,760 


23,945 
15,585 
8.360 


14,530 
9.370 
5,160 


8,445 
6,295 
3,150 


7,445 
5,065 
2,055 


70,835 
64,440 
6,390 


65,510 
59,235 
6.280 


5,325 
5,215 
110 


271.205 
156,140 
115,065 


136,500 
78,320 
58, 180 


56,460 
32,830 
23.625 


33,585 
18,145 
15,440 


20,810 
11,525 
8,280 


10.405 
6,800 
3,605 


7,230 
4,545 
2.685 


6,220 
3.970 
2,250 


62,640 
55,555 
7,085 


58.365 
51,415 
6.950 


4,275 
4,140 
130 


11,750 
10,245 
1,505 


10,820 
9,325 
1,495 


935 
925 
10 


92-932 


3,120 
2,835 
290 


2,955 
2,685 
270 


160 
145 
20 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total Period of construction 
occupied - 
private Période de construction 
Tenure dwellings 
- 1920 
Mode d‘occupation Total or before 
- 1921-1945 | 1846-1960 | 1961-1970 | 1971-1975 | 1976-1979 1980 1981 (1) 
logenents 1920 
privés 
occupés ou avant 


Manitoba 

Total 
Total 357,980 36,990 54,690 84,980 75,545 53,845 45,000 5.790 1,140 
Owned - Possédés 235.590 27.895 38,285 62,920 44,175 30.480 27,670 3.380 785 
Rented - Loués 122,395 9,095 16, 400 22,065 31,370 23,365 17,335 2.410 355 


Urban: - Régions urbaines: 


Total 
Total 270,000 26,135 40,495 66,905 59,040 40,615 32,295 3,750 760 
Owned - Possédés 161,345 18,540 26,460 47,710 30,315 19,730 16,525 1,610 455 
Rented - loués 108,660 7,590 14,035 19,190 28,730 20,885 15,775 2,140 310 


500,000 and over - 500,000 et plus 


Total 210,880 20,335 32.860 53,505 44,730 31,295 24,670 2,980 600 
Owned - Possédés 122,060 14, 160 21,305 37,830 21,275 14, 185 11, 765 1,175 365 
Rented - loués . 88,915 6,170 11,550 15,675 23,455 17,110 12,905 1,815 240 


30,000 - 99,999 


Total 13,460 1,765 1,575 2,960 2,770 2,360 1, 885 125 25 
Owned - Possédés 8.330 1,255 880 2,260 1,635 4,165 4,035 90 15 
Rented - loués 5,130 510 695 700 1,135 1,195 850 35 5 


10,000 - 29,999 


Total 12,030 865 1,090 2.255 4,285 2,030 1,340 160 5 
Owned - Possédés 7,340 660 730 1,610 2,480 1,080 745 35 - 
Rented - louës 4.690 205 355 645 1,805 950 600 125 - 


5,000 - 9,999 


Total 12,400 715 2,400 3, 190 2,295 2,015 1,570 185 30 

Owned - Possédés 8,520 490 1,690 2.400 1,445 1,350 1,020 95 35 

Rented - Loués 3,880 225 705 790 850 665 550 90 - 
2,500 - 4,999 

Total 7,530 890 890 1,840 1,600 1,425 1,000 140 45 

Owned - Possédés 5.495 655 615 1,465 1,170 780 700 85 15 

Rented - Loués 2.035 240 275 370 425 340 305 50 30 


1,000 - 2,499 


Total 13,600 1,555 * 1,680 3, 160 3,365 1,795 1,830 195 55 
Owned - Possédés 8,590 1,310 1,235 2,145 2,310 1,170 1.270 135 25 
Rented - loués 4,005 245 450 4,015 1,060 630 565 25 35 
Rural: - Régions rurales: 
Total 
Total 87,985 10, 860 44, 195 18.075 16,505 13,225 12,705 2.040 375 
Owned - Possédés 74,250 9,355 11,830 15,200 13.860 10,750 11,145 1,775 330 
Rented - loués 13,740 1,500 2,370 2.870 2,645 2.480 1,560 270 40 


Non-farm - Non agricoles 


Total 63,205 6.630 8,460 12,475 11,970 10,470 10,315 1,580 300 
Dwned - Possédés 50,710 5.465 7,425 9,945 8,480 8,050 8,785 1,310 260 
Rented - Loues 12,490 1, 165 2,045 2,530 2,490 2.420 1,535 260 45 


Farm - Agricoles 


Total 24,780 4,230 4,735 5,605 4,535 2,755 2,390 465 75 
Dwned - Possédés 23,535 3,890 4,405 5,260 4,380 2,705 2,360 465 75 


See note (s} end footnote (s) at end of table. - Voir nota et renvoi(s) à la fin du tableau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 


Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions ruraies non agricoles et rurales agricoles, 1981 


Based on 29% sample data - Basé sur les données-échantillon (20%) 


Total 
occupied 
private 
dwellings 


Tenure 


Mode d’occupstion 


Rented - Loués 1.245 335 325 340 
Saskatchewan 
Total 
Total 332,715 30.985 51,340 74,865 
Owned - Possédés 242,510 25,010 38,475 57,480 
Rented - Loués 90,200 5,965 12.865 17,385 


Urban: - Régions urbaines: 


Total 
Total 205, 430 13,900 25, 830 47,955 
Owned - Possédés 133, 805 9,935 16, 840 34, 665 
Rented - loués 74,625 3,960 8,995 13,285 


100,000 -499,999 


Total 115.480 5.235 13,095 26, 600 
Owned - Possédés 71,240 3.275 8.025 18,750 
Rented - Loués 44,245 1,955 5.070 7,845 


30,000 - 99,989 


Total 23,580 3,180 3,535 5.455 
Owned - Possédés 15,195 2,335 2,140 3,855 
Rented - Loués 8,385 845 1,400 1,605 


10,000 - 29,889 


Total 19,520 1,255 2.175 4,550 

Owned - Possédés 13,075 930 1,320 3,275 

Rented - Loués 6,445 325 860 1,275 
5,000 - 9,999 

Total 11,655 945 1,540 3,215 

Owned - Possédés 8,165 675 1,080 2,480 

Rented - Loués 3.485 270 455 740 


2,500 - 4,999 


Total 14,450 765 , 2,065 3, 605 
Owned - Possédés 10,155 625 1,590 2,700 
Rented - Loués 4,290 140 480 900 


1,000 - 2,499 


Total 20,750 * 2,525 3,415 4,530 
Owned - Possédés 15,975 2,100 2,685 3,610 
Rented - Loués 4.780 425 730 915 
Rural: - Régions rurales: 
Total 
Total 127,280 17,080 25,510 26,910 
Owned - Possédés 108.705 15,075 21,635 22,810 
Rented - Loués 18,575 2.005 3,875 4,100 


Non-farm - Non agricoles 


Total 76.665 9,025 14,900 15,515 
Owned - Possédés 61.085 7,700 11,910 12,240 
Rented - Loués 15.580 1,325 2,995 3,275 


See note is) and footnote (s) at end of table. - Voir nota et renvoils) à le fin du tableau. 


155 


69,415 
47,275 
22,140 


47,875 
29,100 
18,775 


29,470 
16,425 
13,045 


3, 800 
2,275 
1,525 


4.605 
3,135 
1,470 


2,605 
1,770 
840 


3,335 
2,335 
1,000 


4,055 
3.170 
885 


21,540 
18.175 
3.365 


12,805 
9,865 
2.940 


Period of construction 


Période de construction 


1920 
Total or before 
- 1921-1945 | 1946-1960 | 1961-1970 | 1971-1975 | 1976-1979 
logements 1920 
privés 
occupés ou avant 


55 


40.940 
30,725 
10,215 


26,340 
17,760 
8,580 


15,290 
10,145 
5,150 


3,025 
1,995 
1,035 


2,625 
1,810 
815 


1,475 
855 
325 


1,825 
1,195 
625 


2,395 
1,760 
635 


14,605 
12,965 
1,640 


9,110 
7,575 
1,535 


25 


52.565 
35,490 
17,075 


35,165 
20,930 
14,235 


20,470 
11,760 
8,710 


3,650 
2,210 
1,435 


3.550 
2,135 
1,415 


1,855 
1,120 
730 


2.465 
1.470 
999 


3,175 
2,230 
950 


17,400 
54,560 
2.830 


12,465 
9, 695 
2,775 


1880 


10,490 


6,745 
3,745 


6,855 
3,755 
3,100 


4,275 
2.340 
1,930 


835 
330 
505 


645 
400 
240 


240 
170 
70 


330 
185 
145 


535 
335 
200 


3,635 
2,985 
645 


2.455 
1,830 
625 


82-932 


1881(1) 


2,115 
1,310 
810 


600 
495 
110 


385 
280 
105 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d’occupation 


Farm - Agricoles 
Total 
Owned - Possédés 
Rented - Loués 
Alberts 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
500,000 and over - 500,000 et plus 
Total 
Owned - Possédés 
Rented - Loués 
30,000 - 99,999 
Total 
Owned - Possédés 
Rented - Loués 
10,000 - 29,999 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,999 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,989 
Total 
Qwned - Possédés 
Rented - Loves 
1,000 - 2,489 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rurales: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 


Total 
Qwned - Possédés 


Total 
occupied 
private 
dwel tings 


Total 
des 

logements 
privés 

occupés 


50,615 
47,620 
2,990 


758,245 
478,215 
280.030 


608,475 
354,395 
254,080 


424,940 
234,070 
190,870 


61.030 
37,890 
23,145 


25,940 
17,145 
8.795 


35.290 
23,045 
12,250 


41,250 
28,275 
12,975 


20,030 
43,975 
6.055 


149,765 
123,820 
25.950 


98,940 
75,495 


Period of construction 


Période de construction 


1920 
or before 


1820 
ou avant 


5,490 


8,060 10,605 11,400 8.730 4,930 1, 180 
7,375 9,725 10,575 8.310 5,390 4,870 1,155 
680 880 825 425 100 55 25 
28,790 59,485 153,840 161,955 133,330 171.010 39,550 
19,845 37,345 103,865 93.900 81,430 108,435 26,555 
8.840 22,145 49,980 68,050 51,900 62,580 12,995 
18,520 37, 190 125,275 136, 865 109.830 139,420 32,790 
11,655 20,190 82,070 73,240 60,775 80,710 20,490 
6,865 17,000 43,210 63,625 49,055 58,710 12,300 
10,535 22,975 93,245 105,355 76.060 89,470 21,650 
5,770 11,130 60,430 53,025 38.610 48,855 42,925 
4,765 11,840 32,815 52,325 37.450 40,615 8,730 
2,845 3,525 12,005 9,775 11,560 16, 820 3,425 
2,065 1,880 8,600 6,170 6,490 9,400 2,505 
775 1,650 3,410 3,610 5,070 7,420 920 
390 840 3,215 4,710 6,175 7,760 2,260 
260 505 2.100 2,970 4,465 5,380 1,215 
125 430 1,110 1,740 1,715 2,380 1,050 
1,120 2.905 6,355 6,600 5,530 8,865 2.365 
780 1,930 3.960 4,205 3,655 6.310 1,785 
340 970 2,390 2,395 1, 880 3,550 585 
2,385 4, 180 6.935 6.770 7,320 10,895 2.165 
1.740 2,760 4,545 4,530 5,265 7,575 1,475 
645 1,420 2,390 2,235 2,055 3,315 690 
1,245 2,670 3,520 3,660 3, 185 4,615 825 
1,030 1,985 2,430 2.340 2.290 3.180 590 
215 685 1,095 1.320 895 1,435 335 
10,270 22,295 28.565 25,085 23,495 31,585 6,760 
8,295 17, 150 21.795 20,660 20,655 27,720 6.065 
1,975 5,145 6,775 4,425 2.845 3,865 695 
5.990 13,365 17,125 18,000 16, 605 24,430 5,090 
4,355 8,960 41,000 10,935 13,955 20,735 4,440 


See notels] and footnote{s) at end of table. - Voir note et renvois) à le fin du tableau. 


92-932 


em 1946-1860 | 1961-1970 1976-1979 1980 1981 (1) 


10, 285 
6,745 
3,545 


8,585 
5,270 
3,320 


5.655 
3,330 
2,330 


1,075 
775 
300 


485 
245 
245 


550 
405 
145 


610 
375 
230 


210 
135 
75 


1,700 
1,475 
225 


1,330 
1.120 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d‘occupation 


Rented - Louës 
Farm - Agricoles 
Total 


Owned - Possédés 
Rented - Loués 


British Columbia - Colombie-Britannique 


Total 
Total 
Owned - Possédés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 


Owned - Possédés 
Rented - Loués 


500,000 and over - 500,000 et plus 


Total 
Owned - Possédés 
Rented - Loves 


100,000 -498,999 
Totst 
Owned - Possédés 
Rented - Loués 
30,000 - 99,999 
Total 
Owned - Possédés 
Rented - loués 
10,000 - 28,999 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,989 
Total 
Owned - Possédés 
Rented - Louës 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 


Owned - Possedes 
Rented - Loués 


Total 
occupied 


private 
dwellings 


Total 


des 


logements 
privés 
occupés 


23.450 


50,825 
48,325 
2.500 


996, 640 
641,445 
355, 195 


800,015 
483,290 
316,720 


432,180 
245,185 
186,995 


86,470 
49,540 
36.925 


114,145 
75,170 
38.975 


92,150 
60,920 
31,230 


32.455 
22,560 
9,895 


26,010 
1B, 060 
7,955 


16, 605 
11,855 
4,755 


1920 
or before 
1920 
ou avant 


1,635 


4,285 
3,940 
345 


44,450 
29.230 
15,220 


37, 805 
24,550 
13,255 


19,785 
11,995 
7,790 


8,200 
5,500 
2,695 


2,725 
1,845 
880 


2,535 
1,840 
695 


2,270 
1,550 
720 


1,595 
1,270 
330 


695 
545 
150 


4,405 


8.930 
8.190 
735 


115,740 
78,140 
37,595 


98,425 
66,035 
32,390 


59,955 
39,055 
20,905 


12,155 
8.390 
3,765 


7,110 
4,725 
2,380 


10,590 
7,470 
3,120 


3,985 
2,915 
1,070 


2,685 
1,985 
695 


1,950 
1,495 
450 


6.125 


11,445 
10,795 
645 


209,580 
141,005 
68,570 


178,450 
119,120 
59,335 


105,180 
67,855 
37.330 


19,290 
13,410 
5,875 


19.690 
43.330 
6,355 


20,605 
14,380 
6.220 


5,485 
4,010 
1,475 


4,615 
3.420 
1,195 


3,585 
2,710 
875 


See notels] and footnote(s) at end of table. - Voir note et renvoi(s) à le fin du tableau. 


4.070 


10,085 
8.725 
355 


232,505 
128,890 
103,615 


192,465 
87,490 
94,975 


108,215 
47,660 
60,555 


18,300 
8,535 
10.760 


28,990 
17,940 
11,045 


21,130 
13,520 
7,610 


6,490 
4,325 
2,160 


4,785 
3, 160 
1,620 


3,565 
2,340 
1,225 


Period of construction 


Période de construction 


em 1946-1960 | 1961-1970 | 1971-1975 | 1976-1979 1980 


2.655 


6,890 
6.695 
190 


194,700 
127,855 
66,840 


146,195 
85,745 
60,450 


69,880 
37,505 
32,370 


15,220 
6.935 
8,285 


28,145 
18,820 
9,320 


17, 180 
44,215 
5,965 


7,060 
5,045 
2,010 


5,545 
3,965 
1,580 


3,170 
2,250 
915 


3.700 655 
7.155 1,665 
6.990 1,625 

165 40 


150,780 37.385 
101,295 26,525 
49,490 10,860 


111,975 27.370 
68,040 17,660 


43.935 8,710 
53,905 12.495 
31,470 8.010 
22,435 4,485 
10,075 1,730 
5,325 1,140 

4,755 590 

19,790 5,655 
13,220 4,060 
6.570 1,795 

14,855 4,125 
9,280 2.450 

5,565 1,675 

5,705 1.095 

3, 680 730 

2,025 365 

4,815 1,535 

3,075 910 

1,740 620 

2,835 540 

1,995 355 

840 185 


82-832 


1881(1) 


215 


370 
360 
15 


11,505 
8.500 
3,010 


7,325 
4,655 
2,670 


2.760 
1.630 
1,130 


490 
295 
195 


1,850 
1,225 
625 


1,135 
755 
380 


375 
300 
75 


445 
280 
165 


270 
165 
110 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Period of construction 


Période de construction 


Total 
occupied 
private 


Tenure dwellings 
- 1920 
Mode d'occupation Total or before 
1 . 1921-1945 | 1946-1860 | 1961-1970 | 1971-1975 | 1976-1979 1980 | 1981(1) 
ogenents 1920 
privés 
occupés ou avant 


Rural: - Régions rurales: 

Total 
Total 196, 630 6.645 17,315 31,125 40,040 48,500 38.805 10,015 4,180 
Owned - Possédés 158, 150 4,680 32,110 21.885 31,400 42.110 33,255 8.870 3,845 
Rented - Louës 38,475 1.965 5,210 9,240 8,640 6.390 5,550 1,150 335 


Non-farm ~ Non agricoles 


Total 180, 145 5,440 14,905 27,975 36,600 45,350 36,310 9,560 4,005 
Owned - Possédés 142,500 3,565 9,940 18,940 28,110 39.015 30,845 8.410 3,670 


Rented - Louës 37.645 1,875 4,970 9,035 8,490 6,335 5,470 1,145 335 


Farm - Agricoles 


Total 16,480 1,205 2.410 3,150 3,440 3,150 2.495 460 175 
Owned - Possédés 15,655 1,110 2,165 2,950 3.295 3,095 2,410 460 175 
Rented - Loués 825 95 240 205 145 60. go - - 
Yukon 
Total 
Total 7,585 160 355 1,285 1,875 1.830 1,695 335 50 
Owned - Possédés 4,000 115 155 485 930 990 1,080 205 35 
Rented - loués 3,590 45 200 800 g50 835 615 130 15 


Urban: - Régions urbaines: 


Total 
Total 4,980 40 245 970 1,205 1,110 1,200 185 25 
Owned - Possédés 2.710 30 90 335 630 665 815 125 15 
Rented - Loues 2,265 15 150 630 570 445 380 55 15 


10,000 - 29,999 


Total 4,980 40 245 975 1,205 1,105 1,195 185 25 
Owned - Possédés 2,715 25 90 340 630 665 815 425 15 
Rented - Loues 2,265 10 155 635 575 445 380 55 10 
Rural: - Régions rursles: 
Total 
Total 2,615 120 115 315 675 720 495 145 25 
Owned - Possédés 1,290 90 65 150 300 330 260 75 20 
Rented - Loués 1,325 30 45 165 375 395 235 75 5 


Non-farm - Non agricoles 


Total 2,610 120 110 310 675 725 495 150 25 
Owned - Possédés 1,285 go 60 150 295 325 260 75 20 
Rented - Louës 1,325 30 45 165 380 395 235 70 - 


Northwest Territories - 
Territoires du Nord-Ouest 


Total 
Total 11,530 55 215 1, 185 3,990 3, 150 2,600 290 45 
Owned - Possédés 2,615 35 95 435 815 620 530 70 10 
Rented - Loves 8,920 15 120 750 3,180 2,530 2.070 220 35 


Urban: - Régions urbaines: 


Total 


Total 6,770 15 120 770 2,220 2,055 1,460 110 20 


See note (ls) end footnote (s) et end of table. - Voir note et renvoi(s) à le fin.du tableau. 
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Table 1. Occupied Private Dwellings by Tenure, Showing Period of Construction, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


D Tableau 1. Logements privés occupés selon le mode d'occupation, par période de construction, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total Period of construction 


occupied - 
private Période de construction 
Tenure dwellings 
* Total 1920 
Mode d'occupation des or before 
j - 1921-1945 | 1846-1960 | 1861-1970 | 1971-1975 | 1976-1979 1980 
ogements 1920 
privés ou avent 
occupés 


Owned - Possédés 1.770 5 40 250 510 495 415 40 
Rented - ioués 5,000 10 75 520 1,710 1,560 1,040 75 
5,000 - 9,989 
Total 3,200 5 90 340 860 940 920 40 
Owned - Possédés 945 - 30 125 195 265 300 20 
Rented - loués 2.255 - 60 210 660 675 620 20 
2,500 - 4,999 
Total 1,825 - 10 210 675 635 285 15 
Owned - Possédés 440 - 5 70 175 130 50 10 
Rented - Loués 1.385 - 10 140 500 505 230 10 
1,000 - 2,499 
Total 1,745 5 15 230 685 485 255 60 
Owned - Possédés 385 5 5 60 135 100 70 10 
Rented - Loués 1.360 5 10 170 550 380 185 45 
Rural: - Régions rurales: 
D Total 
Total 4,760 35 95 415 1,775 1,095 1,145 175 
Owned - Possédés 845 25 50 185 305 130 410 30 
Rented - Loués 3,920 5 45 225 1, 465 970 1,030 145 
Non-farm - Non agricoles 
Total 4,755 40 95 415 1.770 1,095 4,145 175 
Owned - Possédés 845 25 50 185 305 130 110 30 
Rented - loués 3,915 10 45 230 1,465 970 1,030 145 
Farm - Agricoles 
Total 5 - - - - - - - 


Owned - Possédés - - - - - - - - 
Rented - Loués - - - - - - - - 


Note: For additional information concerning the date, see "Special Notes" section of text. - Nota: Pour obtenir plus de renseignements 
concernant les données, voir la section "Notes spéciales" du texte. 
(1) Includes the first five months only of 1981. - Ne comprend que les cing premiers mois de 1981. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
pees 


Households by number of persons 


private Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
and tenure 7 
Nombre de piéces par logement Tora! Nonbre 
, : es moyen 
et mode d'occupation . 
ménages 
privés personnes 
par 
ménage 


CANADA 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 8.281,530 | 1,681,195 } 2,403,940 | 1,448,730 | 1,552,115 | 748,645 | 291,160 | 89,700 { 36,365 | 15,350 | 14,330 2.9 
Owned - Possédés 5. 141,930 535.965 | 1.411.495 985.680 | 1,224,990 615,965 | 240,160 | 74,140 | 29,540 | 12.380 | 11,605 3.3 
Rented - Loués 3,139,600 | 1.145.230 992,435 463,050 327.125 | 132,685 | 51,000 À 15.555 | 6,820 | 2,970] 2,720 2.2 
1 room - 1 pièce 105, 850 92,380 9,635 1,975 1,050 375 255 75 60 20 25 1.2 
Owned - Possédés 8,235 4,965 1,680 625 455 220 160 45 50 10 20 1.8 
Rented - Loues 97,615 87,415 7,955 1,350 595 155 95 30 15 5 5 1. 
2 rooms - 2 pièces 229,500 172,235 42,780 8,175 3,930 1,530 540 130 75 50 60 1.4 
Owned - Possédés 20,300 11,195 5,390 1,665 1,130 510 215 75 40 30 40 1.8 
Rented - Loués 209,205 161.040 37.390 |. 6,505 2.800 1,025 330 50 30 20 15 1.3 
3 rooms - 3 piéces 783,470 486,525 231,430 39,945 15,735 5,830 2.295 765 440 200 310 1.5 
Owned - Possédés 81.115 35.910 27,125 8.005 5,530 2.535 1.060 375 250 125 205 2.0 
Rented - Louës 702,355 450.615 204,305 31,945 10,200 3.290 1,235 395 190 75 100 1.5 
4 rooms - 4 pièces 1,302,715 382,345 542,305 218,270 113,715 | 31,000 9.490 | 2,755 1,385 695 740 2.2 
Owned - Possédés 401,815 105.470 167,105 64,655 43,515 13,450 4.500 1,430 775 430 480 2.3 
Rented - Louës 900,900 276,875 375,205 153.615 70,205 17,555 4,990 1,325 610 265 260 2.1 
5 rooms - 5 pièces 1,723,345 242,525 579,170 358,425 341,240 | 137,445 | 43,355 | 12,460 | 4,745 | 2,015 1,975 2.9 
Owned - Possédès 1,069,040 135,815 353,770 215, 155 227.110 | 93.160 | 29.360 | 8.640} 3.300 1,330 1,400 3.0 
Rented - Louës 654, 305 106,705 225.400 143,270 114,130] 44,285 13,995 | 3,820 1,445 685 575 2.8 
6 rooms - 6 pièces 1,515,290 147,050 445,995 319, 125 356,855 | 159,800 | 58,585 | 16,425 | 6,460 | 2,655 | 2,350 3.2 
Owned - Possédés 1,208,010 114,255 361,905 247,645 288,985 | 128.210} 45,780 | 12.555 | 4,955 1.970 1,755 3.2 
Rented - Loués 307,285 32,795 84,095 71.480 67,870 | 31,585 | 12,800} 3.865 | 1,505 680 390 3.2 
T rooms - 7 pièces 1,084,555 75,085 264,595 222,575 287,435 | 148,275 | 56,845 | 17,970 | 6,750 | 2,730 | 2,295 3.4 
Owhed - Possédés 947.025 62.270 234,105 192.475 254,700 | 130,405 | 48,450 { 15,195 | 5.455 | 2,135 | 1.840 3.4 
Rented - Loués 137,530 12,815 30,490 30,095 32,740 17,870 8.4007 2,775 1,290 595 455 3.5 
8 rooms - 8 pièces 770,215 43,050 159,725 148,645 218,430 | 122,320} 50.725 | 16,015 | 6,430] 2,510) 2,365 3.6 
Owned - Possédés 702,105 36,120 145,380 134,985 202,630 | 113,140 1 45,840 | 14,315 | 5.515 | 2,165 2.000 3.7 
Rented - loués 68,110 6,930 14,340 13,660 15,800 8,180 4,885 1,695 915 345 365 3.5 
8 rooms - 9 pièces 388,335 17,880 69,270 70,420 113,100] 69,830 | 30,730 | 9,815 | 3,925 1,750 1,620 3.8 
Owned - Possédés 358,370 14,450 63,325 64,785 106,520} 65,890] 28,645} 9,120] 3,555] 1.630 | 1,455 3.9 
Rented - Loués 28,965 3,430 5.945 5,640 6,580 3.940 2,090 695 365 120 165 3.5 
10 rooms and over - 
10 pièces et plus 378,255 22.115 59,025 61,185 100,635 1 72,245 | 38,340 | 13,280 | 6,095 | 2,730 | 2,600 4.0 
Owned - Possédés 344,910 15,505 51,715 55,690 94,425] 68.445 | 36.145 | 12.390 | 5,640 | 2,555 | 2.400 4.1 
Rented - loués 33,340 6,615 7,319 5,495 6,210 3.805 2.185 895 455 170 200 3.3 


Average number of rooms - 
Nombre moyen de piéces 
Owned - Possédés 

Rented - Louës 
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See note(s) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et ie mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantitlon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


i er 
Number of rooms per dwelling p 
and tenure households househo! d 
Nombre de piéces par logement Tore! ven 
et node d'occupation nénages 7 ye 
prives personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 6,508,690 | 1,454,155 | 1,918,030 | 1,129,715 | 1, 175,585 | 539,955 | 198,775 | 56,590 | 20,585 | 8,000 | 6,305 2.8 
Owned - Possédés 3,652,240 374,175 | 1.007, 050 717,630 895,895 | 429,500 | 157,400 | 44,390 | 15,530] 5.940] 4,735 3.2 
Rented - Loués 2,856,445 | 1,079,980 911,980 412,085 279,685 | 110,455 | 41.375 | 12,195] 5.050} 2,060] 1.575 2.2 
1 room - { pièce 86,520 86,445 7,955 1,285 580 145 80 20 5 5 - 1.1 
Owned - Possédés 2.490 1.705 485 105 115 40 25 - - 5 - 1.6 
Rented - Loues 94,040 84,740 7,470 1,175 470 105 55 20 - - - 1.1 
2 rooms - 2 pièces 205,710 158,010 37,105 6,305 2,830 1,030 345 45 25 10 5 1.3 
Owned - Possédés 7,935 4,590 2,150 565 375 160 60 10 15 - 5 1.7 
Rented - loués 197,775 153.420 34,955 5.740 2,455 870 285 40 15 5 - 1.3 
3 roons - 3 pièces 717,015 455,820 210,095 32,985 11,760 4,110 1,480 430 200 60 65 1.5 
Owned - Possédés 45,075 21.505 14,915 3,900 2.705 1.290 495 140 90 20 25 1.9 
Rented - Loués 671.935 434.320 195.175 29,095 9,055 2.820 990 290 410 40 40 1.4 
4 rooms - 4 pièces 1,090,700 331,955 460,300 179,655 87,560 | 22, 100 6,415} 1,620 595 295 205 2.1 
Owned - Possédés 250,010 70.665 106,695 37,990 24,580 6,770 2.165 625 250 150 120 2.2 
Rented - Loués 840,695 261.290 353.600 141,670 62,980] 15,325 4,250 890 345 145 90 2.1 
5 rooms - 5 piéces 1,310,005 194, 175 452,395 277,865 250,885 | 95,335 | 28,365 | 7,080 | 2,460 890 550 2.8 
Owned - Possédés 722,820 97,605 246,810 148, 155 150,440} 57.095 | 16.540] 4,085 | 1,365 450 280 2.9 
Rented - Loués 587,180 96.575 205.590 129.710 100,445 | 38.240} 11,8207 2,995 | 1,095 440 270 2.7 
6 rooms - 6 pièces 1,135,415 113,520 340,755 246,115 267,415] 112,710 | 38,780 | 10,290 | 3,615 | 1,350 855 3.1 
Owned - Possédés 875,350 86.440 268,865 184,535 209.980 | 86,390 | 28,205 | 7,120 | 2,435 855 515 3.1 
Rented - Loués 260.065 27,080 71,885 61,585 57,430] 26.320] 10,565 | 3,175 | 1,185 500 345 3.2 
7 rooms - 7 pièces 807,660 55,320 198,510 171,075 219,475 | 107,330 | 38,340 ! 11,170 | 3,840 1,460] 1,140 3.4 
Owned - Possédés 698,390 45.590 174, 680 146.485 193.290 | 93.055 | 31.730 | 8,930 | 2,805 995 830 3.4 
Rented - Loués 109,275 9.725 23.835 24,590 26,185 | 14,280 6.610] 2,240] 1,035 465 310 3.5 
8 rooms - 8 piéces 576, 190 30,270 118,445 114,365 169,970 | 90,950 | 35,530 | 10,340 | 3,765] 1,400 | 1,150 3.6 
Owned - Possédés 525,895 25,370 108, 320 104,030 158,245 | 84,070] 31,715] 9.025 | 3,100} 1.140 885 3.6 
Rented - Loués 50,300 4,905 10, 130 10,340 11,725 6,875 3,820 1,310 670 260 265 3.6 
9 rooms - 9 pièces 292,280 12,535 51,295 54,305 88,530 | 52,935 | 21,905 | 6,620 | 2,380 975 805: 3.8 
Owned - Possédés 271,550 9.990 47,190 50,135 83,955 | 50,035] 20.450 | 6,095 | 2,100 895 700 3.8 
Rented - Loués 20.735 2,540 4,105 4,175 4,575 2,905 1,450 520 280 75 100 3.5 
10 rooms and over - 
10 pièces et plus 277,180 16,095 42,170 45,750 76,575 | 53,305 | 27,550 | 8,965 | 3,685 | 1,555 | 1,525 4.0 
Owned - Possédés 252.730 10,715 36,935 41,735 72,215 | 50,600 | 26,010 | 8,350 | 3,370] 1,430] 1,375 4.0 
Rented - Loués 24,450 5,385 5,235 4,015 4,360 2.710 1,535 615 315 125 150 3.2 
Average number of roons - 
Nombre moyen de pièces 5.6 3.9 5.3 6.0 6.6 7.0 7.3 7.5 7.6 7.7 8.0 
Owned - Possédés 6.7 5.6 6.2 6.6 7.0 7.4 7.7 7.8 8.0 8.1 8.4 
Rented - Loués 4.2 3.3 4.3 4.9 5.4 5.7 6.1 6.3 6.5 6.5 6.8 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 € 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
ee 


Households by number of persons 


prieate Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de pièces par logement Total en 
A 
et mode d'occupation nénages 
privés personnes 
per 
ménage 


Rural - Régions rurales 


Tota! occupied private 


dwellings - 
Total des logements privés 
occupés 1,772, B40 227,040 484,905 319,015 376,535 | 208,695 | 92,390 | 33,110 | 15,780! 7,350; 8,025 3.3 
Owned - Possédès 1.489.685 161,795 404,445 268.050 329,095 { 186.465 | 82,760 | 29,750 | 14,010 | 6,440 | 6,875 3.3 
Rented - Louës 283,155 65,250 80,455 50,965 47,435 | 22,230 8,630 | 3.365 | 1,770 910] 1,150 2.8 
1 room - 1 pièce 9,330 5,940 1,680 695 465 230 175 55 55 15 25 1.8 
Owned - Possédés 5.750 3.265 1,190 520 340 180 135 45 45 5 20 2.0 
Rented - Loues 3,580 2,675 485 175 125 50 40 15 10 5 - 1.5 
2 rooms - 2 pièces 23.785 14,225 5,680 1,865 1,100 500 205 85 50 40 55 1.7 
Owned - Possédés 12.365 6.605 3.245 1,100 755 350 155 65 30 25 35 1.9 
Rented - Loues 11,425 7,620 2,435 765 345 150 45 20 15 15 20 1.6 
3 rooms - 3 pièces 66,460 30,705 21,335 6,955 3,970 5,715 815 335 240 140 245 2.0 
Owned - Possédés 36,045 14,405 12,200 4,105 2.825 1,245 575 230 160 105 185 2.2 
Rented - Louës 30.420 16,300 9, 130 2,855 1.145 470 245 105 80 40 60 1.8 
4 rooms - 4 pièces 212,015 50,385 82,015 38,615 26, 155 8,905 3,085 | 1,140 790 395 530 2.5 
Owned - Possédés 151,805 34,805 60.405 26,670 18,935 6.680 2.340 805 525 280 360 2.5 
Rented - Louës 60,205 15,585 21,605 11,950 7,225 2,225 745 335 260 115 170 2.4 
5 rooms - 5 pièces 413,340 48,345 126,775 80,560 90,355 | 42,105 | 14,985 | 5,380 | 2,285} 1,125 | 1,420 3.1 
Owned - Possédés 346.215 38,205 106,960 67.000 76,670 | 36,065 |. 12,820 | 4,550 | 1,940 880 | 1,115 3.1 
Rented - Loués 67,125 10, 135 19,815 13,555 13.685 6.040 2.170 825 350 240 305 3.0 
6 rooms - 6 pièces 379,870 33,525 105,245 73,005 89,440 | 47,090! 19,805 | 6,130] 2,840] 1,300 | 1,495 3.3 
Owned - Possédés 332.660 27.815 93.035 63,110 79,000 | 41,820 17,570 | 5.440 | 2,515 1,120} 1,245 3.4 
Rented - Louës 47,215 5,715 12,210 8,890 10,440 5,270 2,235 695 325 185 250 3.2 
7 rooms - 7 pièces 276,890 19,765 66,080 51,500 67,960 | 40,940 | 18,505 | 6,805 | 2,905 | 1,270] 1,155 3.6 
Owned - Possédés 248,635 16,680 59,430 45,995 61.405 | 37.350] 16.715 | 6,260 | 2,645] 1,140] 1.015 3.6 
Rented - loués 28,255 3,085 6.655 5,505 6,555 3,595 1,795 540 255 130 135 3.4 
8 rooms - 8 pièces 194,020 12,780 41,280 34,280 48,460 | 31,370] 15,190] 5,670} 2,660 | 1,110] 1,215 3.7 
Qwned - Possédés 176,210 10,750 37,065 30.955 44,385} 29,070 | 14,130] 5.290} 2,420 1 1,030] 1,115 3.8 
Rented - Louës 17,810 2,030 4,215 3,325 4,070 2,305 1,065 385 245 80 95 3.4 
3 rooms - 9 pièces 96,055 5,345 17,970 16,110 24,570 | 16,885 8.825 | 3,200 | 1,545 780 815 | 3.9 
Owned - Possédés 87,825 4,455 16,135 14,650 22,575 | 15,855 8.195} 3.030] 1,455 730 755 4.0 
Rented - Loues 8,230 885 1,835 1.465 2.000 1,035 635 175 95 50 60 3.5 
10 rooms and over - . 
10 pièces et plus 101,075 6,020 16,855 15,430 24,055 | 16,945 | 10,790 | 4,315! 2,405] 1,170 | 1,075 4.1 
Owned - Possédés 92,180 4.795 14,780 13,955 22.205 | 17,845] 10,140] 4,040! 2,270] 1,125] 1,025 4.2 
Rented - Loués 8,890 1,225 2,075 1.475 1,855 1,095 650 275 135 45 50 3.4 


Average number of rooms - 
Nombre moyen de pièces 
Owned - Possédés 

Rented - Loves 
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See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dweliings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


e 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 

Households by number of persons number of 

Total A persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwellin 
and tenure 9 househo! ds househoid 
Nombre de pièces par logement Total Nombre 
et mode d’occupation {oes 1 10+ moyen 
ménages de 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - . 
Total des logements privés 
occupés 1,500,395 210,240 424,975 269,240 313,485 | 163,445 | 69.725 | 25,030 | 11,890 | 5,750 | 6,620 3.2 
Owned - Possédés 1,230,760 146,440 347,530 220.825 269,350 | 143,100 | 60.975 | 21,895 | 10,245 | 4,885 | 5,510 3.3 
Rented - Loués 269,635 63,800 77,445 48.420 44,125 | 20,345 8.750} 3,135 | 1.645 865 | 1,110 2.8 
1 room - 1 pièce 8,755 5,610 1,570 645 440 200 160 50 45 15 20 1.8 
Owned - Possédés 5.205 2.945 1,105 475 315 155 120 35 40 5 15 2.0 
Rented - loués 3,550 2.665 465 175 125 50 35 15 10 5 5 1.5 
2 rooms - 2 piéces 22,570 13,530 5, 430 1,765 1,030 425 175 80 45 40 55 1.7 
Owned - Possédés 11,235 5.950 3.020 1.010 695 285 130 55 30 25 35 1.9 
Rented - loués 11,340 7,575 2.415 755 335 145 50 15 20 10 20 1.6 
3 rooms - 3 pièces 63,185 29,550 20,325 6,475 3,695 1,525 710 305 230 135 235 2.0 
Owned - Possédés - 33,000 13,370 11,255 3,640 2,565 1,070 465 200 155 95 180 2.1 
Rented - Loués 30.190 16.180 9.065 2.835 1,125 455 245 105 75 35 60 1.8 
4 rooms - 4 pièces 197,010 47,680 76,615 35,865 23,700 7,795 2,720 | 1,025 720 370 520 2.4 
Owned - Possédés 137, 855 32.290 55,310 24,125 16.725 5,630 2,000 700 465 255 350 2.4 
Rented - Loués 59, 160 15,390 21,305 11.740 6,975 2,165 720 325 255 115 170 2.4 
5 rooms - 5 pièces 370, 085 45,060 113,850 71,930 80,630 | 36.520 | 12,935) 4,675, 2,085} 1,045, 1,360 3.1 
Owned - Possédés 305, 190 35,175 94,695 58.770 67.440 | 30,760] 10,880] 3,865 1,750 805 | 1,055 3.1 
Rented - Louës 64,895 3,885 19, 150 13, 160 13, 190 5.755 2,060 810 340 245 300 3.0 
6 rooms - 6 pièces 323,085 30,445 81,180 61,620 75,820 | 38,250! 15,895 5,045 2,330] 1,140] 1,370 3.3 
Owned - Possédés 278,810 25,035 79,560 52,350 66,160 | 33.420] 13,785 | 4,380 | 2.030 960 | 1,135 3.3 
Rented - loués 44,275 5.410 11.620 9.265 9.660 4.830 2.115 660 300 180 235 3.2 
7 rooms - 7 pièces 222,820 17,500 55,410 41,320 54,645 | 31,080 | 13,565 | 5,055 | 2,265; 1,025 945 3.5 
Owned - Possédes 197,090 14,625 49,255 36,245 48,760 | 27,895] 11,995 | 4.570] 2,035 905 805 3.5 
Rented - Loués 25,730 2.870 6,155 5.075 5.890 3.185 1,570 490 235 120 140 3.4 
8 rooms - 8 pièces 149.910 11,220 33,440 26,415 38,005 | 22,930 | 10,580; 3,845} 1.715 840 920 3.6 
Owned - Possédés 134,215 9,350 29,680 23.490 34.440 | 20,945 9,680 | 3,515 1,515 770 830 3.7 
Rented - Louës 15,695 1,870 3,765 2.930 3.565 1.985 905 325 200 70 85 3.4 
8 rooms - 9 pièces | 71,765 4,585 14,440 12,040 18,435 | 11,965 6,015 | 2,280 980 465 565 3.8 
Owned - Possédés 64,445 3,750 12,755 10,800 16,680 | 11,035 5,480 | 2.115 905 425 505 3.8 
Rented - loués 7,320 840 1,680 1,240 1,755 825 525 170 80 40 65 3.5 
10 roons and over - 
10 pièces et plus 71,200 §,065 12,720 11,175 17,080 | 12,760 6.970} 2,670] 1,465 675 630 4.0 
Owned - Possédés 63.715 3,945 10.900 9.920 15.570 | 51.910 6.445} 2,455! 1,330 635 590 4.0 
Rented - Louës 7.485 1,115 1,815 1,250 1,510 845 525 210 130 40 40 3.4 


Average number of rooms - 


Nombre moyen de pièces 6.0 4.9 5.7 6.0 6.4 6.7 6.8 7.0 7.0 6.9 6.6 
Owned - Possédés 6.2 5.2 5.8 6.2 6.5 6.8 7.0 7.1 7.1 7.1 6.8 
Rented - Loves 5.2 4.2 5.1 5.4 5.8 6.1 6.3 6.2 6.2 5.9 5.8 


See notets] at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


% 
Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Total Ménages selon le nombre de personnes persons 
private per 


Number of rooms per dwelling households household 
Nombre de pieces par logement real re 
et mode d'occupation à 7 H 
ménages de 
privés personnes 
par 
ménage 


Farm - Agricoles 


Households by number of persons 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 272,450 16,805 59,935 49,775 63,050 |! 45,245 | 22,660 | 8.080 | 3,895] 1,605 | 1,405 3.7 
Owned - Possédés 258,925 15,355 56,915 47,230 59,740 | 43,355 7 21,785] 7,850 | 3.765 | 1.560} 1.365 3.8 
Rented - Loués 13.525 1.450 3.015 2.545 3,305 1,885 875 225 130 45 40 3.4 
1 room - 1 piéce 570 335 110 45 25 30 15 - 10 - 5 2.0 
Owned - Possédés 545 325 95 45 25 25 15 5 10 - 5 2.0 
Rented - loués 30 10 15 - - - - - - - - 1.6 
2 rooms - 2 piéces 1,215 690 245 105 70 75 25 5 - - - 1.9 
Owned - Possédés 1, 425 650 225 95 65 60 25 5 - - - 1.9 
Rented - Loués 90 40 20 10 5 10 - - - - - 2.1 
3 rooms - 3 pièces 3,275 1,155 1,010 485 275 190 110 30 - 10 10 2.3 
Owned - Possédés 3,045 1,040 950 465 255 180 105 25 5 5 5 2.4 
Rented - loués 235 120 60 20 20 10 - - - - - 1.9 
4 rooms - 4 pièces 15, 000 2,710 5,395 2,750 2,460 1,110 365 110 65 25 5 2.7 
Owned - Possédés 13,955 2,515 5,100 2,545 2.210 1,050 340 110 60 20 10 2.7 
Rented - loués 1,050 195 300 210 250 60 25 10 5 - - 2.8 
5 rooms - 5 piéces 43,250 3,280 12,930 8,630 9,725 5,590 2,050 705 200 80 65 3.3 
Owned - Possédés 41,025 3.030 12,270 8,230 9,230 5,310 1,940 690 195 80 65 3.3 
Rented - Loués 2,230 250 665 400 490 285 110 20 5 - - 3.1 
6 rooms - 6 pièces | 56,785 3,085 14,060 11,385 13,620 8,840 3,905 1,085 510 160 120 3.6 
Owned - Possédés 53,845 2.780 13,475 10,760 12,840 8,400 3,785 1,055 485 160 116 3.6 
Rented - loués 2,940 305 585 630 780 440 120 30 25 - 15 3.4 
7 rooms - 7 pièces 54,075 2,270 10,670 10,180 13,315 9,855 4,940 1,740 640 250 205 3.8 
Owned - Possédés 51,550 2.055 10,175 9.750 12,650 9,455 4.720 1,695 615 240 205 3.9 
Rented - loués 2,525 215 495 435 665 405 220 50 25 15 - 3.6 
8 rooms - 8 pièces 44,110 1,560 7,835 7,865 10,455 8,445 4,615 1,830 950 270 295 4.0 
Owned - Possédés 41,995 1,400 7,385 7,465 8,945 8.125 4,455 1,770 905 255 285 4.1 
Rented - loués 2,115 155 455 395 505 315 160 55 45 15 10 3.7 
8 rooms - 9 pièces 24,290 755 3,535 4,070 6,135 4,925 2.815 920 565 315 250 4.2 
Owned - Possédés 23,380 715 3.375 3.845 5,895 4,820 2,705 915 550 305 255 4.2 
Rented - Loués g10 45 155 225 245 105 105 5 15 10 - 3.8 
10 rooms and over - 
10 pièces et plus 29,875 960 4,140 4,255 6,975 6, 185 3,820, 1,645 950 495 445 4.4 
Owned - Possédés 28.465 850 3,880 4,030 6,635 5,935 3.695 [ 1.585 940 495 435 4.5 
Rented - Loués 1,410 110 260 225 340 255 125 65 5 5 10 3.8 


Average number of rooms - 
Nonbre moyen de pièces 
Dwned - Possédés 

Rented - Loués 
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See note(s) et end of table. - Voir nota à la fin du tebleau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Total : persons 
private Ménages selon le nonbre de personnes per 


Number of rooms per dwelling 
and tenure households household 
Nombre de piéces par logement fora ven 
et mode d'occupation nénages 7 PA 
privés personnes 
par 
ménage 


Newfoundland - Terre-Neuve 


Households by number of persons 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 148,415 13,700 29,745 27,345 33,425 21,755 11.430 | 5,285 2,785 1,515 1,420 3.7 
Owned - Possédes 119,695 8,510 22,625 21,350 27.895 19,100 10,315 4,775 2.495 1,330 1.310 3.9 
Rented - Loues 28,725 5,185 7,120 6,000 5,530 2,655 1,120 515 295 185 115 3.1 
1 room - + pièce 465 330 95 10 5 15 5 - - 10 - 1.6 
Dwned - Possédés 150 85 30 10 5 10 - - - 10 - 2.1 
Rented - Loués 320 245 65 - - 10 - - - - - 1.3 
2 rooms - 2 pièces 1,635 860 430 195 100 30 § - 5 5 - 1.8 
Owned - Possédés 535 235 105 100 55 20 10 - 5 5 - 2.3 
Rented - Loués 1,090 625 330 $5 40 5 - - - - - 1.6 
D 3 rooms - 3 pièces 5,740 2,130 1,695 935 585 210 100 50 30 - 10 2.3 
Owned - Possédés 2.145 605 510 380 330 170 85 25 25 - 5 2.8 
Rented - Loués 3,595 1,525 1,185 555 255 40 15 20 - - - |. 2.0 
4 rooms - 4 pièces 14,395 2,585 4,745 2.925 2,405 1,115 300 130 95 40 50 2.8 
Owned - Possédés 8.155 1,275 2.525 1,570 1,490 795 230 115 90 35 40 3.0 
Rented - Loues 6,235 1,315 2,220 1,355 920 325 70 20 - 5 5 2.5 
5 rooms - 5 piéces 32,570 2,785 7,415 6,555 7,285 4,580 2, 140 985 455 195 175 3.6 
Owned - Possédés 25.430 1,965 5,710 4,830 5.630 3.850 1,890 880 390 345 150 3.7 
Rented - loués 7,145 815 1,710 1,730 1,660 730 250 105 65 50 30 3.3 
6 rooms - B pièces 37,735 2,170 7,190 7,220 9,035 6,120 3,200] 1,320 715 460 295 3.9 
Owned - Possédés 32.520 1,925 6.300 6,010 7,640 5,345 2,855 1,145 630 395 280 3.9 
Rented - Louës 5,215 245 890 1,210 1,395 775 350 175 80 65 20 3.8 
7 rooms - 7 pieces 24,925 1,305 4,100 4,525 6,235 3,940 2,265 1,210 645 320 375 4.1 
Owned - Possédes 22,245 1,150 3.705 3,940 5.580 3,540 2.055 | 1,090 560 290 335 4.1 
Rented - Loués 2,675 160 390 580 655 400 215 120 85 35 40 4.0 
8 rooms - 8 pièces 14,605 845 2,090 2,355 3,715 2,570 1,550 700 350 205 230 4.2 
Owned - Possédés 13,385 715 1,960 2,115 3,415 2,345 +, 460 665 320 185 210 4.2 
Rented - Louës 1,220 130 130 235 295 225 100 35 35 20 20 4.0 
8 rooms - 9 pièces 7,675 320 985 1,260 1,970 1,515 790 415 195 90 135 4.3 
Owned - Possédés 7,145 270 300 1,170 1,805 1,435 760 410 180 85 130 4.3 
Rented - Loués 535 50 85 90 165 80 35 10 15 5 5 3.8 
10 rooms and over - 
10 pièces et plus 8,675 365 1,000 1,370 2,095 1,655 1,070 470 295 185 155 4.5 
Owned - Possédés 7.880 280 885 1,220 1,945 1.590 980 445 285 190 155 4.5 
Rented - loués 695 90 115 150 155 65 85 30 10 - - 3.6 
Average number of rooms - 
Nombre moyen de pièces 6.2 5.0 5.7 6.1 6.5 6.6 6.9 6.9 7.0 7.1 7.3 
Qwned - Possédés 6.5 5.7 6.1 6.4 6.6 6.7 6.9 7.0 7.0 7.2 7.3 
Rented - Loués 5.1 4.0 4.6 5.3 5.7 5.9 6.4 6.3 6.6 6.2 6.4 


See note(s) at end of table. - Voir nota à ls fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


prvete Ménages selon le nombre de personnes 


Number of rooms per dwelling per 
and tenure households household 
Nombre de pièces par logement Tore! nen 
et mode d'occupation nénages 7 th 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 80,070 8,920 18,870 17,205 20,880 | 12,695 6,135] 2,710} 1,375 725 560 3.6 
Owned - Possédés 66.505 4,405 12.820 12,435 16,520} 10,630 5,230) 2,275 | 1,135 580 470 3.8 
Rented - Loués 23,565 4,515 6.050 4,770 4,365 2,065 900 430 245 140 85 3.0 
1 room - 1 piece 345 260 75 - - 10 - - - 5 - 1.4 
Owned - Possédés 40 20 15 - - - - - - 5 - 2.3 
Rented - Loués 305 235 60 - - 5 . - - - - 1.3 
2 rooms - 2 pièces 1,085 650 315 75 . 45 - - - 5 - - 1.6 
Owned - Possédés 170 70 40 30 20 - - - 5 - - 2.2 
Rented - Loueés 920 580 275 40 25 - - - - - - 1.5 
3 rooms - 3 pièces 4,010 1,565 1,330 620 325 75 35 30 20 - 5 2.1 
Owned - Possédés 905 235 230 175 125 65 35 15 20 - 5 2.8 
Rented - Loués 3, 100 1,325 1, 100 445 195 15 5 15 - - - 1.9 
4 rooms - 4 piéces 9,325 1,875 3,280 1,905 1,385 610 105 70 45 20 25 2.6 
Owned - Possédés 3,995 675 1,330 795 660 345 55 55 45 15 30 2.9 
Rented - Loués 5,335 1,200 1,955 1,115 725 265 55 15 - 5 - 2.5 
5 rooms - 5 piéces 18,810 1,650 4,615 3,935 4,270 2,395 1,050 525 205 105 60 3.5 
Owned - Possédés 12,985 980 3, 185 2.490 2,975 1.830 840 435 150 60 40 3.6 
Rented - Loués 5.825 670 1,425 1,445 1,295 565 210 95 60 45 20 3.2 
6 rooms - 6 pièces 21,495 1,240 4,260 4,305 5,480 3,235 1,580 640 365 230 130 3.8 
Owned - Possedés 17,380 1,050 3,600 3.410 4,335 2,620 1.290 485 305 180 115 3.8 
Rented - Loués 4,115 195 660 900 1,155 615 305 160 65 50 10 3.9 
7 rooms - 7 pièces 14,940 785 2,375 2,925 4,020 2,455 1,155 590 330 155 140 4.0 
Owned - Possédés 12.855 670 2,070 2.480 3,525 2,160 980 485 255 120 105 3.9 
Rented - Loues 2.090 120 305 450 495 290 175 105 80 30 35 4.1 
8 rooms - B pièces 8,860 455 1,205 1,500 2,410 1,700 830 325 150 85 90 4.1 
Owned - Possédés 7,935 375 1,118 1,325 2,175 1,500 855 300 125 80 75 4.1 
Rented - Loués 920 75 90 180 235 200 80 20 25 - 15 4.1 
9 rooms - 9 pièces 5,000 170 665 850 1,365 1,000 565 220 95 35 35 4.2 
Owned - Possédés 4,605 130 595 785 1,255 940 540 225 80 30 30 4.2 
Rented - Loués 395 35 70 70 110 60 25 - 15 5 5 3.8 
10 rooms and over - 
10 pièces et plus 6,200 270 750 1,075 1,575 1,220 695 290 150 85 75 4.3 
Owned - Possédés 5,640 190 640 955 1,445 1,170 645 280 145 95 80 4.4 
Rented - Loués 560 75 110 125 130 50 45 15 5 - - 3.3 


Average number of rooms - 

Nombre moyen de piéces 6.3 4.8 
Owned - Possédés 6.7 5.8 
Rented - loués 5.0 3.9 
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See notets) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


rate Ménages selon le nombre de personnes 


: per 
Number of rooms per dwelling 
and tenure households househo!d 
La Nombre 
Nonbre de pièces par logement noyen 
et mode d'occupation nénages 7 de 
personnes 
par 
nénage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 58,350 4,780 10,875 10, 145 12,540 9,065 5,305 2,580 1,410 790 865 3.9 
Owned - Possédés 53.190 4,100 9,805 8,910 41,375 8,470 5.085 2,500 1,355 750 840 4.0 
Rented - Loués 5.160 675 1.070 4,230 1,165 590 220 85 55 40 30 3.3 
1 room - 1 pièce 125 70 20 10 5 10 - - - - - 2.0 
Owned - Possedés 110 65 10 10 5 10 5 - - - - 2.0 
Rented - Loues 15 5 10 - - 5 - - - - - 1.7 
2 rooms - 2 pièces 545 215 115 120 55 30 5 5 - 5 - 2.3 
Owned - Possédés 370 165 55 75 40 25 5 - - 5 - 2.3 
Rented - Loueés 175 50 60 50 15 5 - - - - bg 2.3 
3 rooms - 3 pièces 1,730 565 365 315 265 130 60 20 10 - 5 2.6 
Owned - Possédés 1,235 365 280 205 205 105 50 15 5 5 - 2.7 
Rented - Louës 495 195 80 110 60 25 10 10 - - - 2.4 
4 rooms - 4 piéces 5.065 715 1,455 1,020 1,020 505 190 60 50 20 20 3.1 
Owned - Possédés 4,160 600 1,195 780 825 445 175 60 45 20 15 3.1 
Rented - Loués 910 115 260 240 195 60 20 5 5 - 10 3.0 
5 rooms - 5 pièces 13,765 1,130 2,800 2,620 3.020 2,185 1,090 460 250 90 115 3.7 
Owned - Possédés 12,450 990 2.525 2,330 2,660 2,020 1,050 445 240 85 110 3.8 
Rented - Louës 1,315 140 285 285 360 165 35 10 10 10 10 3.3 
6 rooms - 6 piéces 16,235 930 2,935 2,910 3,545 _2, 890 1,610 685 345 235 165 4.0 
Owned - Possédés 15.140 880 2,700 2,600 3.300 2,725 1,565 665 325 215 165 4.1 
Rented - Loués 1,095 55 230 310 240 160 45 20 25 15 5 3.6 
7 rooms - 7 pièces 9,980 §20 1,725 1,600 2,215 1,490 1,115 615 310 170 230 4.3 
Owned - Possédés 9.395 480 1,640 1,460 2,055 1,380 4.075 605 305 165 230 4.3 
Rented - Louës 585 40 90 130 155 105 35 10 5 5 - 3.7 
8 rooms - 8 pièces 5,745 385 880 850 1,305 870 620 375 205 120 145 4.3 
Owned - Possédés 5,455 340 840 790 1,240 840 600 365 195 100 135 4.4 
Rented - Loués 295 50 40 55 65 25 20 10 10 15 10 3.9 
8 roons - 8 pièces 2,675 155 325 4to 605 515 230 195 100 50 100 4.5 
Owned - Possédés 2,540 +40 305 390 550 500 225 185 100 50 100 4.6 
Rented - Louës 140 15 15 20 55 20 10 10 bd - - 3.8 
10 rooms and over - 
10 pièces et plus 2,475 100 250 295 520 445 375 175 150 95 80 4.9 
Owned - Possédés 2,340 85 245 265 495 420 335 165 140 90 80 4.9 
Rented - Loués 140 10 5 25 20 25 40 5 5 - - 4.5 


Average number of rooms - 
Nombre moyen de piéces 


Owned - Possédés 
Rented - Loués 
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See note (s) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Total Ménages selon le nombre de personnes persons 
private 8 P per 


sl ne tenure duel Ting households household 
Nombre de piéces par logement Total Nombre 
et mode d’occupation des 7 moyen 
ménages de 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Households by number of persons 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 57,910 4,755 10,775 10,085 12,440 8.970 5,285! 2,565} 1,380 785 860 3.9 
Owned - Possédés 52,755 4,080 9,715 8.855 11,275 8.380 5,070 | 2.485 1,330 740 835 4.0 
Rented - Loués 5,150 680 1.065 1.230 1,165 595 215 80 55 45 30 3.3 
1 room - 1 pièce 120 65 20 10 5 10 5 - - - - 2.0 
Owned - Possédés . 100 60 15 10 5 10 - - - - - 2.1 
Rented - Loués 15 10 5 - - - - - - - - 1.7 
2 rooms - 2 pièces 545 210 120 120 55 30 5 - - 5 - 2.3 
Owned - Possédès 370 165 55 70 40 20 5 5 - 5 - 2.3 
Rented - Loués 175 50 55 50 15 5 - - . - - 2.3 
3 rooms - 3 pièces 1,730 560 360 315 265 130 60 20 5 - 5 2.6 
Owned - Possédés 1,235 370 280 205 205 105 50 15 10 5 - 2.7 € 
Rented - Loués 495 200 80 #10 60 25 10 10 - - - 2.4 
4 rooms - 4 pièces 5,055 710 1,450 1,020 1,020 505 190 60 45 15 20 3.1 
Owned - Possédés 4,150 595 1,185 780 825 445 175 60 50 20 15 3.1 
Rented - Loués 905 115 265 245 195 65 15 - 5 - 10 3.0 
5 rooms - 5 pièces 13,685 1,125 2,775 2.615 3,010 2,175 1,080 450 250 $5 115 3.7 
Owned - Possédés 12,375 985 2,495 2,325 2,645 2,010 1,045 435 240 85 105 3.8 
Rented - Loués 1,310 140 275 290 365 165 40 15 10 5 10 3.4 
6 rooms - 6 pièces 16, 130 830 2,910 2,890 3,510 2,865 1.610 680 335 230 170 4.0 
Owned - Possédés 15,035 875 2,680 2.580 3.270 2.705 1,565 665 310 215 165 4.1 
Rented - Loués 1.095 55 230 310 240 160 50 20 20 35 - 3.6 
7 rooms - 7 pièces 9,880 510 1,700 1,585 2,200 1,470 1,105 610 305 165 235 4.3 
Dwned - Possédés 9,290 470 1,615 1,450 2,040 1,365 1,070 600 300 160 230 4.3 
Rented - Loues 585 40 85 135 155 105 35 10 5 - - 3.7 
8 rooms - 8 pièces 5,680 385 875 830 1,285 850 620 375 195 120 140 4.3 
Owned - Possédés 5,390 335 835 780 1,220 825 600 365 190 100 135 4.4 
Rented - Loués 295 50 40 55 60 25 20 10 10 15 5 3.9 
9 rooms - 8 pièces 2,655 150 320 410 600 505 230 200 100 50 95 4.5 
Owned - Possédés 2,520 135 305 390 540 485 220 190 100 50 95 4.5 
Rented - Loués 135 10 15 20 55 20 5 10 - - - 3.8 
10 rooms end over - 
10 pièces et plus 2,430 100 250 230 500 430 370 170 140 95 80 4.9 
Owned - Possédés 2,295 go 245 260 480 405 340 165 135 95 80 4.9 
Rented - Loués 135 15 5 25 20 20 30 5 5 - - 4.4 


Average number of rooms - 

Nombre moyen de pièces 6.2 5.3 5.8 6.0 6.2 6.3 6.6 6.8 
Owned - Possédés 6.2 5.5 5.9 6.1 6.3 6.4 6.6 6.8 
Rented - Loués 5.4 4.6 5.0 5.3 5.6 5.9 6.7 6.7 


See note (s) at end of table. - Voir nota à la fin du tableau. 
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for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Number of rooms per dwelling 
and tenure 


Nombre de piéces par logement 
et mode d'occupation 


Farm - Agricoles 


Total occupied private 


dwellings - 


Total des logements privés 


occupés 
Owned - Possédés 
Rented - Loués 


1 room - 1 pièce 
Owned - Possédés 
. Rented - Loués 


2 rooms - 2 pièces 
Owned - Possédés 
Rented - Loués 


3 rooms - 3 pièces 
Owned - Possédés 
Rented - loués 


4 rooms - 4 pièces 
Owned - Possédés 
Rented - toués 


5 rooms - 5 pièces 
Owned - Possédés 
Rented - Loués 


5 rooms - 6 pièces 
Owned - Possédés 
Rented - Loués 


7 rooms - 7 piéces 
Owned - Possédés 
Rented - Loués 


8 rooms - 8 pièces 
Owned - Possédés 
Rented - Loues 


9 rooms - 9 piéces 
Owned - Possédes 
Rented - Loués 


10 rooms and over - 
10 piéces et plus 
Owned - Possédés 
Rented - Loués 


Average number of rooms - 
Nombre moyen de pièces 


Owned - Possédés 
Rented - Louës 


Total 
private 
households 


Total 


des 
ménages 
privés 


435 
10 


See notels) at end of table. - Voir note à la fin du tableau. 
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Based on 20% sample data - Basé sur les données-échantillon (20%) 


Households by number of persons 


Ménages selon le nombre de personnes 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Average 
number of 
persons 
per 
household 
Nombre 
moyen 
de 
personnes 
par 
ménage 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons number of 

Total . persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling 
and tenure households household 
Nombre de piéces par logement Total over 
, : 
et mode d'occupation ménages 7 de 
privés personnes 
par 
ménage 
Prince Edward Island - Tle-du- 


Prince-Edouard 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 37,660 6,240 9,830 6,660 7, 150 4,080 2,180 845 360 180 130 3.2 
Owned - Possédés 28,495 3.250 6.975 5,180 6,105 3,610 2.015 765 305 165 130 3.4 
Rented - Loués 9,165 2.990 2.860 1.480 1.045 465 165 75 50 25 5 2.4 
1 room - 1 pièce 215 205 5 - |, - - 5 5 - - - 1.2 
Owned - Possédés 70 65 - - |! . - 5 5 - - - 1.6 
Rented - Loués 140 135 5 - - - - - - - - 1.0 
2 rooms - 2 pièces 620 |. 405 140 50 10 10 5 - - > - 1.5 
Owned - Possédés 210 125 35 25 10 10 5 - - - - 1.9 
Rented - Loués 410 285 110 25 - - - - - . - 1.4 
3 roons - 3 pièces 2,170 1,325 600 170 50 5 15 - - - - 1.6 
Owned - Possédés 340 115 130 55 20 - 10 - - - - 2.1 
Rented - Loves’ 1,825 1.210 465 120 25 - 5 - - - - 1.4 
4 roons - 4 pièces 4,690 1,255 1,860 870 455 140 75 20 10 5 - 2.3 
Owned - Possédés 2,255 545 835 425 270 110 60 5 5 10 - 2.5 
Rented - Loués 2,435 715 1,025 445 190 30 10 15 5 - - 2.1 
5 roons - 5 pièces 7,615 1,085 2,150 1,515 1,600 705 350 120 45 15 15 3.1 
Owned - Possédés 5,880 760 1,570 1,160 1,290 605 325 105 30 20 10 3.2 
Rented - Loués 1,730 325 580 350 305 105 35 15 15 - - 2.7 
6 rooms - 6 pièces 7,770 700 1,935 1,640 1,800 895 485 165 85 45 25 3.8 
Owned - Possédés 6,470 580 1,530 1,360 1, 485 780 450 155 65 40 20 3.5 
Rented - loués 1,300 120 400 280 315 115 40 10 15 - - 3.1 
7 rooms - 7 pièces 5.480 465 1,320 g80 1.195 845 405 170 50 35 20 3.6 
Owned - Possédés 4.910 390 1,170 855 1,120 760 370 160 45 20 20 3.6 
Rented - loués 565 65 145 120 80 85 35 15 5 15 - 3.4 
8 roons - 8 pièces 4,325 375 920 700 970 700 375 180 50 35 10 3.7 
Owned - Possédés 3,995 310 895 615 900 635 360 185 50 30 10 3.8 
Rented - Loués 325 60 20 85 75 60 15 - - 10 - 3.5 
8 rooms - 8 pièces | 2,075 135 415 305 495 380 180 80 45 15 30 3.9 
Owned - Possédés 1,895 115 370 275 475 350 165 65 35 15 30 4.0 
Rented - loués. 180 15 45 25 20 30 15 10 10 - - 3.7 
10 rooms and over - 
10 piéces et plus 2,705 290 495 435 570 395 270 105 65 40 35 3.9 
Owned - Possédés 2,460 235 430 405 §35 350 260 95 70 40 35 4.0 
Rented - Loués 245 55 60 25 40 45 10 15 - - - 3. 
Average number of rooms - 
Nombre moyen de piéces 6.2 4.8 5.9 6.2 6.7 7.0 7.1 7.3 7.6 7.5 8.1 
Owned - Possédés 6.6 5.8 6.4 6.5 6.8 7.1 7.1 7.4 7.9 7.6 8.2 
Rented - loués 4.8 3.8 4,7 5.2 5.7 6.8 6.6 6.8 6.1 7.3 6.0 


See notels) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rurat Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et ie mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private Ménages selon le nonbre de personnes 


Number of rooms per dwelling 

and tenure household 

Lèce Nonbre 

Nombre de pièces par logement noyer 

et mode d'occupation ménages 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 14,930 3,355 4,330 2,565 2,430 1,375 510 225 90 40 15 2.8 
Owned - Possédés 8.325 1,005 2,205 1,640 1,710 1,065 415 180 60 25 15 3.3 
Rented - Loves 6.605 2.345 2,120 925 720 310 95 45 30 10 5 2.3 
1 room - t pièce 135 135 5 - - - - - - - - 1.0 
Owned - Possédés 3 5 - - - - - - - - - 1.0 
Rented - Loués 130 125 - - - - - - - - - 1.0 
2 rooms - 2 pièces 350 265 70 5 5 - 5 - - - - 1.4 
Owned - Possédès 50 35 - - 5 - 5 - - - - 1.9 
Rented - Loués 305 225 70 10 - - - - - - - 1.3 
3 rooms - 3 pieces — 1,545 1,025 425 75 20 - 5 - - - - 1.4 
D Owned - Possédés 65 15 40 5 - - 5 - - - - 2.1 
Rented - Loués 1.480 1,010 385 70 15 - 5 - - - - 1.4 
4 rooms - 4 pièces 2,320 680 1,025 415 135 30 15 15 - 5 - 2.1 
Owned - Possédés 495 110 230 110 20 15 10 - - 5 - 2.3 
Rented - Loués 1,830 565 800 310 110 15 5 15 - - - 2.1 
5 rooms - 5 pièces 2.920 515 1,015 595 505 170 60 30 15 5 - 2.7 
Owned - Possédés 1,645 265 570 355 265 130 35 20 - 5 - 2.8 
Rentad - Loués 1,270 250 450 240 240 45 25 5 15 - - 2.7 
6 rooms - 6 pièces 2,985 300 840 650 695 330 110 50 15 5 5 3.2 
Owned - Possédés 2.090 230 550 485 460 225 90 35 10 5 - 3.2 
Rented - Loués 910 65 290 170 240 100 20 10 5 - 5 3.2 
7 rooms - 7 pièces 1,970 205 435 355 460 335 100 55 10 15 - 3.5 
Owned - Possédés 1,630 170 370 265 420 265 80 50 5 5 - 3.4 
Rented - Louës 340 35 65 85 50 70 25 5 5 15 - 3.7 
8 rooms - 8 pièces 1,205 125 260 215 250 240 80 20 10 5 5 3.6 
Owned - Possédés 1.070 105 250 195 225 190 70 20 10 5 5 3.5 
Rented - Loués 140 20 10 25 25 45 10 - > - ~ 3.7 
9 rooms - 9 piéces 650 40 125 105 170 135 50 10 10 - 5 3.8 
Owned - Possédés 585 30 105 105 160 120 55 10 5 - 5 3.8 
Rented - Loves 65 10 15 10 10 20 - - 5 - - 3.6 
10 rooms and over - 
10 pièces et plus 830 70 130 135 185 135 | - 80 50 25 - 5 4.0 
Owned - Possédès 695 35 100 $25 160 120 75 45 25 - 5 4.2 
Rented - Louës 140 35 . 35 10 25 15 10 5 > - - 2.9 


Average number of rooms - 
Nombre moyen de pièces 


5.8 
Owned - Possédés 6.7 
Rented - Loués 4.5 
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ms 
on 
o © œ 
oon 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
ree 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling households housenotd 
Nombre de piéces par logement Total Nonbre 
et mode d‘occupation à te 
ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 22,730 2,890 5,505 4,095 4,715 2,705 1,670 620 270 155 110 3.4 

Owned - Possédés ‘ 20,175 2.245 4,765 3,540 4,390 2,545 1,595 585 250 140 110 3.5 
Rented - Loués 2,560 645 740 555 320 160 70 35 20 15 - 2.7 
1 room - 1 pièce 80 70 - : - - 5 5 - - - 1.5 
Owned - Possédés 70 60 - - - - 5 - - - - 1.6 
Rented - Loués 5 10 - - - - - - - - - 1.0 
2 rooms - 2 pièces 270 145 70 40 5 10 - - - - - 1.7 
Owned - Possédés 160 90 30 25 5 10 - - - - - 1.8 
Rented - Loués 110 60 35 15 - - - - - - - 1.6 
3 rooms - 3 pièces 620 300 175 95 30 5 10 - - - - 1.9 
Owned - Possédés 275 100 90 50 25 5 10 - - - - 2.1 
Rented - loués 340 200 85 50 10 - - - - - - 1.6 
4 rooms - 4 pièces 2,370 580 840 450 325 105 55 § 10 - - 2.5 
Owned - Possédés t,760 435 605 315 250 95 55 5 5 - - 2.5 
Rented - Loués 610 145 225 135 70 15 5 - 5 - - 2.4 
5 rooms - 5 pièces 4,700 570 1, 130 920 1,095 535 300 go 35 15 15 3.3 
Owned - Possédés 4,235 495 1,000 810 1.030 475 290 85 30 15 10 3.4 
Rented - loués 460 80 130 110 65 60 10 5 - - - 2.9 
6 rooms - 6 piéces 4,775 395 1, 100 980 1,105 $70 380 120 65 35 20 3.6 
Owned - Possédés 4,385 350 985 875 1,025 555 360 120 55 40 20 3.6 
Rented - Loués 390 50 110 110 80 15 20 - 10 - - 3.0 
7 rooms - 7 pièces 3,510 255 880 625 735 515 305 115 40 20 20 3.6 
Owned - Possédés 3,280 220 800 590 700 495 290 110 40 15 20 3.7 
Rented - Loués 230 35 85 40 30 15 15 10 - 5 - 3.1 
8 roons - 8 pièces 3,115 | 245 560 485 720 460 295 165 40 30 § 3.8 
Owned - Possédés 2,925 210 645 425 675 445 295 160 40 25 5 3.8 ‘ 
Rented - Loués 190 40 10 60 45 15 5 5 - 5 - 3.3 
8 rooms - 9 pièces 1,425 95 235 195 325 245 125 65 35 15 25 4.0 
Owned - Possédés 1,315 go 265 175 315 235 115 55 35 15 25 4.0 
Rented - Loués 110 10 30 15 10 15 10 5 5 - - 3.8 

10 rooms and over - | 

10 pièces et plus 1,875 à 225 360 | 300 385 255 185 55 45 40 30 3.8 
Owned - Possédés 1,770 200 340 280 375 230 185 50 40 40 30 3.9 
Rented - Loués 110 15 25 15 15 30 - 5 - - - 3.3 

Average number of rooms - 
Nombre moyen de pièces 6.4 5.5 6.2 6.3 6.7 7.0 7.0 7.3 7.4 7.8 8.1 

Owned - Possédés 6.6 5.8 6.4 6.5 6.7 7.0 7.0 7.2 7.5 7.9 8. 
Rented - Loués 5.3 4.4 5.1 5.5 5.9 6.9 6.6 8.2 6.0 7.6 = 


See notes) at end of table. - Voir note à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nombre de personnes 


: per 
Number of rooms per dwelling households household 
and tenure . - 
Nombre de piéces par logement Total ‘ven 
: 
et mode d'occupation nénages 7 de 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 19,755 2,730 4,970 3,600 4,100 2,160 1,310 490 200 120 65 3.3 
Owned - Possédés 17,245 2.085 4,240 3,070 3.790 2,010 1,240 455 175 105 65 3.4 
Rented - Loués 2,505 645 730 530 315 150 75 30 20 10 - 2.7 
1 room - 1 pièce 75 70 - - - - - 5 - - - 1.2 
Owned - Possédés 60 60 - - - - - 5 - - - 1.2 
Rented - Loués 5 10 - - - - - - - - - 1.0 
2 rooms - 2 pièces 260 145 65 40 5 10 - - - - - 1.7 
Owned - Possédés 150 85 30 25 5 10 - - - - - 1.9 
Rented - Loués 110 60 35 15 - > - - - - - 1.6 
3 rooms - 3 piéces 615 300 178 100 30 5 10 - - - - 1.8 
Owned - Possédés 270 105 90 50 15 5 10 - - - - 2.1 
Rented - Loués 340 200 85 50 10 - - - - - - 1.6 
4 rooms - 4 piéces 2,320 570 825 435 315 100 55 5 10 - - 2.5 
Owned - Possédés 1,720 425 595 305 245 90 50 5 5 - - 2.5 
Rented - Loués 600 145 225 130 75 15 10 - 5 - - 2.4 
5 rooms - 5 pièces 4,435 560 1,075 875 1,025 485 275 80 30 15 10 3.3 
Owned - Possédés 3,980 480 940 775 960 425 265 80 30 15 10 3.3 
Rented - Loues 450 80 130 105 65 55 10 5 - - - 2.9 
6 rooms - 6 piéces 4,375 380 1,015 850 1,020 520 310 120 65 30 20 3.5 
Owned - Possédés 3,985 335 905 780 945 500 295 120 50 35 20 3.6 
Rented - loués 385 50 110 110 70 15 15 - 10 - - 3.0 
7 rooms - 7 pièces 2,910 225 790 520 640 390 220 75 30 20 10 3.5 
Owned - Possédés 2.700 190 715 490 610 365 205 70 30 15 10 3.5 
Rented - Loués 215 35 75 30 30 15 15 5 - 5 - 3.1 
8 rooms - 8 pièces 2,415 210 545 390 555 360 200 110 . 20 20 - 3.7 
Owned - Possédés 2,235 170 530 330 510 350 195 105 20 15 - 3.7 
Rented - Loués 180 35 10 55 45 10 10 - - 5 - 3.3 
9 rooms - 9 pièces 1,070 90 245 135 265 135 100 50 25 10 10 3.8 
Owned - Possédés S60 80 215 115 255 120 90 45 20 10 10 3.8 
Rented - Loués 105 10 30 20 15 15 15 5 5 - - 3.8 
10 rooms and over - : 
10 pièces et plus 1,285 185 235 215 250 165 130 40 15 25 15 3.7 
Owned - Possédés 1, 190 165 220 200 240 445 130 30 20 25 15 3.7 
Rented - Loués 95 20 20 15 10 |. 25 - 10 - - - 3.3 
Average number of rooms - 
Nombre moyen de piéces 6.2 5.4 6.0 6.1 6.5 6.7 6.8 7.1 6.9 7.6 7.5 
Owned - Possédés 6.4 5.7 6.2 6.3 6.5 6.7 6.9 7.0 7.0 7.6 7.5 
D Rented - Loués 5.3 4.4 5.0 5.4 5.9 6.7 6.6 8.2 6.0 7.6 = 


See note (s) at end of table. - Voir note à ls fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample date - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


precte Ménages selon le nonbre de personnes 


Nusper Of ng tenure ave! ting households household 
Nombre de piéces par logement Total Nombre 
et mode d’occupation des noyen 
ménages 
. privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Tota! des logements privés 
occupés 2,975 155 535 495 610 540 360 125 70 35 45 4.1 
Owned - Possédés 2,925 155 525 475 605 530 360 130 70 35 45 4.1 
Rented - Loués 55 - 15 25 10 10 - - - - - 3.2 
1 room - 1 pièce 5 - - - - - 5 - - - - 6.0 
Owned - Possédés 5 - - - - - 5 - - - - 6.0 
Rented - Loués - - - - - - - - - - - -- 
2 rooms - 2 piéces 10 5 5 - - - - - - - - 1,5 
Owned - Possédés 10 5 5 - - - - - - - - 1.5 
Rented - loués - - - - - - - - - - - + 
3 rooms - 3 pièces 5 - - - 5 - - - - - - 4.0 
Owned - Possédés 5 - - . 5 - - - - - - 4.0 
Rented - Loués - - - - - - - - - - - -- 
4 rooms - 4 piéces 45 10 10 15 5 | 5 - - - - - 2.6 
Owned - Possedés 45 10 10 10 5 5 - - - - - 2.6 
Rented - loués - - - - - - - - - - - 3.0 
5 rooms - 5 pièces 265 10 60 45 65 50 25 5 - - - 3.8 
Owned - Possédés 255 10 55 40 65 50 25 10 - - - 3.8 
Rented - Loués 5 - - 5 - - - - - - - 3.0 
6 rooms - 6 piéces 400 20 80 95 85 55 65 - 5 5 - 3.8 
Owned - Possédés 395 20 80 95 75 55 70 - - 5 - 3.8 
Rented - Louës 5 - - - 5 - - - - - - 4.0 
7 rooms - 7 pièces 595 30 95 105 95 125 85 40 5 - 10 4.2 
Owned - Possédés 585 35 85 100 95 130 85 40 5 - 10 4.3 
Rented - Loues 15 - 10 5 - - - - - - - 2.4 
8 rooms - B pièces . 700 40 115 95 160 105 100 50 20 10 5 4.3 
Owned - Possédés 690 40 115 90 160 100 100 50 20 10 5 4.3 
Rented - Loués 10 - - 5 - 5 - - - - - 3.8 
9 rooms - 9 pièces 355 10 50 60 60 115 25 10 10 5 10 4.5 
Owned - Possédés 360 10 50 60 55 115 25 15 15 5 15 4.5 
Rented - Loues - - - - - - - - - - - -- 
10 rooms and over - 
10 piéces et plus 590 35 125 85 135 95 55 15 25 15 15 4.2 
Owned - Possédés 580 35 120 80 130 90 55 15 25 15 15 4.2 
Rented - Loués 15 - 5 5 - 5 - - - - - 3.5 
Average number of rooms - 
Nonbre moyen de pièces 7.8 7.4 7.8 7.6 7.9 8.0 7.7 7.9 8.8 8.7 8.9 
Owned - Possédés 7.8 7.4 7.8 7.6 7.9 7.9 7.7 7.9 8.8 8.7 8.9 
Rented - loués 7.9 aie 8.9 6.7 6.0 10.9 -- - 77 -- 7? 


See note(s) ot end of table. - Voir note à ja fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par. 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons nunber of 

Tota! A persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling households household 
and tenure . e 
Nombre de pièces par logement Total Nombre 
et mode d'occupation ces 7 moyen 
ménages de 
privés personnes 
par 
ménage 


Nova Scotia - Nouvelle-Écosse 


Total occupied private 
dwellings - 
Tote! des logements privés 


occupés 273,195 48,600 75,810 50,250 51,775 | 27,360 | 11,765 | 4,460 | 1,695 760 715 3.0 
Owned - Possédés 195,305 22,545 51,790 37.575 42.895 | 23,420 | 10,245 | 4,005! 1,525 645 665 3.3 
Rented - Loués 77,885 26,055 24,020 12,680 8.880 3.940 1.525 455 175 115 55 2.3 
1 room - 1 pièce 2,290 1,910 285 30 7. 25 20 10 . - - - 1.2 
Owned - Possédés 480 370 60 25 15 5 5 - - - - 1.4 
Rented - Loues 1,810 1,540 230 5 15 10 5 - - - - 1.2 

2 rooms - 2 pièces 5,215 3,660 1,110 275 125 25 5 10 - - - 1.4 
Owned - Possédés 1,080 640 250 100 80 5 5 5 - - - 1.7 
Rented - Louës 4,130 3,020 860 180 45 20 - 5 - - - 1.4 

D 3 rooms - 3 pièces 21,300 12,655 6,420 1,420 575 160 40 10 - 5 10 1.6 
Owned - Possédés 3,610 1,535 1,175 445 315 95 25 10 - - - 2.0 
Rented - Loués 17,690 11,115 5,245 970 265 65 10 - - 5 10 1.5 

4 rooms - 4 piéces 38,580 8,520 15,465 7,820 4,000 1,280 360 85 25 20 5 2.3 
Owned - Possédés 16.960 3.525 6,675 3.455 2.210 785 205 75 25 15 5 2.5 
Rented - Loués 21,620 5.995 8.790 4,365 1,795 495 160 20 - 5 - 2.2 

5 rooms - 5 pièces 56.425 6,550 16,445 12,205 12,290 5,765 2,030 770 215 85 75 3.1 
Owned - Possédés 40.935 4,285 11,425 8.585 9,435 4,570 1,645 650 205 70 65 3.2 
Rented - Loués 15,490 2,270 5.025 3,615 2,860 1, 190 385 120 10 20 5 2.8 

6 rooms - 6 pièces 57.980 5,675 15,800 11,890 13,495 6,645 2.860 945 425 130 110 3.3 
Owned - Possédés 49.740 4,815 13,745 10,115 11.395 5,775 2.500 835 360 105 95 3.3 
Rented - Louës 8.240 855 2,055 1,775 2.100 875 360 110 70 20 20 3.3 

7 rooms - 7 pièces 38,460 3,630 8.825 7,575 8,900 5,595 2.340 980 365 130 110 3.5 
Owned - Possédés 34,155 3,245 8,080 6.600 7.960 4,820 2.030 895 310 120 100 3.5 
Rented - Loués 4,305 385 745 975 940 775 310 90 60 15 10 3.6 

8 rooms - 8 pièces 25,680 2,520 5,785 4,535 6,145 3,545 1,825 725 280 150 185 3.6 
Owned - Possédés 23,585 2.180 5,345 4,160 5.760 3,250 1,660 675 255 130 180 3.6 
Rented - Loués 2,100 345 440 375 385 295 165 50 20 25 5 3.4 

9 rooms - 9 pièces 13,440 1,115 2,820 2,350 3,215 2.080 1,035 470 145 120 Eb} 3.7 
Qwned - Possddés 12,385 930 2,575 2, 160 3.000 1.980 975 430 140 85 95 3.7 
Rented - Loués 1,050 185 250 185 210 100 60 40 5 20 - 3.3 


10 rooms end over - 


10 pièces et plus 13,810 1,365 2,840 2,145 3,000 2,255 1,255 460 245 130 130 3.8 
Owned - Possédés 12.370 1.025 2,465 1.920 2.735 2,140 1,195 436 230 120 120 3.9 
Rented - Louës 1,445 350 380 225 260 120 60 25 15 10 5 2.9 
Average number of rooms - 
Nombre moyen de pièces 5.9 4.6 5.6 6.0 6.4 6.8 7.4 7.2 7.4 7.7 7.716 
Owned - Possédés 6.4 5.8 6.2 6.4 6.6 6.9 7.2 7.2 7.4 7.8 7.8 
Rented - Loués 4.5 3.6 4.4 5.0 5.6 5.9 6.3 6.6 6.9 7.1 6.3 


See notels] at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling 
and tenure households househol à 
Nombre de pièces par logement Tota! 
et mode d‘occupation nénages 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 156,805 32,500 44,275 28,500 27,465 | 14,680 5,960 | 2,050 690 400 290 2.9 
Gwned - Possédés 82.070 10,020 24,050 18.175 20.650 | 11,600 4,775) 1,685 555 310 245 3.3 
Rented - Loués 64,735 22.480 20,225 10.325 6.820 3,075 1, 180 370 130 go 50 2.3 
1 room - 1 pièce 1,670 1,430 205 5 15 10 . - - . - 1.2 
Owned - Possédés 40 30 - - - - - - - - - 1.3 
Rented - Loués 1,630 1,395 205 5 10 10 - - - - - 1.2 
2 rooms - 2 pièces 3,765 2,785 760 150 40 25 - - - - - 1.3 
Owned - Possédés 150 70 45 15 20 5 - . - - - 2.0 
Rented - Loués 3.615 2,715 720 135 25 15 - - - - - 1.3 
3 rooms - 3 piéces 16,665 10,430 4,960 920 250 70 20 5 - 5 10 1.5 
Owned - Possédes 1,025 515 310 100 55 30 10 5 - - - 1.8 
Rented - Louës 15,645 9,910 4,650 820 200 35 10 - - 5 10 1.5 
4 rooms - 4 pièces 25,385 6,685 10,465 5,080 2.210 650 220 40 - 10 5 2.2 
Owned - Possédès 6,585 1,485 2,640 1,300 790 235 90 30 5 5 5 2.4 
Rented - Loués 18,795 5,195 7,825 3.790 1,420 . 420 130 10 - 5 - 2.2 
5 roons - 5 pièces 30,300 3,805 9,330 6,910 6,005 2,815 960 310 85 40 35 3.0 
Owned - Possédes 17.365 1,955 5,065 3,865 3,620 1,855 665 205 75 30 30 3.1 
Rented - Loués 12.935 1,845 4,265 3.050 2,385 960 295 105 10 10 5 2.8 
6 rooms - 6 pièces 31,755 3,350 8,830 6,620 7,135 3,615 1,435 470 195 60 60 3.2 
Owned - Possédés 25.420 2.715 7,305 5,230 5,535 2,915 1.135 365 140 40 35 3.2 
Rented - Loués 6.335 640 1,525 1,390 1,605 700 300 95 50 20 20 3.3 
7 rooms - 7 pieces 20,070 1,730 4,320 4,175 4,880 3,035 1,205 445 155 70 40 3.5 
Owned - Possédés 17,145 1,515 3,900 3.500 4,235 2.450 975 375 +00 60 35 3.5 
Rented - Louës 2,920 220 420 670 655 580 230 75 50 10 5 3.8 
8 rooms - 8 pièces 43, 170 1,075 2,710 2,425 3,375 2,070 805 350 135 70 60 3.6 
Owned - Possédés 11,880 905 2,490 2.200 3,115 1,855 775 315 120 55 55 3.6 
Rented - Loués 1,295 170 220 230 265 215 130 35 10 15 5 3.7 
8 rooms - 8 pièces 6,775 515 1,290 1,155 1,825 1,145 510 190 50 50 45 3.7 
Owned - Possédés 6,170 395 1,145 1,065 1,710 1,085 470 165 50 40 45 3.8 
Rented - Loués 610 120 140 30 115 60 40 30 5 10 - 3.3 
10 rooms and over - 
10 pièces et plus 7,250 680 1,400 1,040 1,710 1,250 700 240 70 80 50 3.8 
Owned - Possédés 6.295 425 1,150 800 1,570 1, 180 655 230 65 75 45 3.9 
Rented - Loués 950 270 255 140 140 70 45 10 5 5 5 2.8 


Average number of rooms - 


Nombre moyen de piéces 5.7 4.2 5.4 5.9 6.5 6.8 7.1 7.2 7.2 7.8 7.7 
Owned - Possédés 6.6 6.0 6.3 6.5 6.9 7.1 7.3 7.4 7.3 8.1 7.9 
Rented - Loués 4.3 3.5 4.3 4.9 5.5 5.8 6.2 6.4 6.7 6.9 6.3 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Ménages selon le nombre de personnes 


Total 
private 


Number of rooms per dwelling per 
end tenure househo! ds household 
Nombre de piéces par logement Tore! nove 
à A 
et mode d'occupation nénages 7 10+ de 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Tots! des logements privés 
occupés | 116,385 16,100 31,535 21,755 24.305 | 12,690 5,805 | 2,410. 1,010 360 420 3.2 
Owned - Possédés 103,235 12,525 27,740 19.400 22,240 | 11.820 5.465 | 2.320 970 340 415 3.3 
Rented - Loués 13, 155 3.575 3.795 2.355 2,060 865 345 85 40 25 - 2.6 
1 room - 1 pièce 620 480 80 25 10 10 10 - - - - 1.4 
Owned - Possèdés 440 335 60 25 10 10 5 - - - - 1.4 
Rented - Loués 180 145 20 - 5 - 5 - - - - 1.4 
2 rooms - 2 pièces 1,450 875 350 125 85 5 5 5 - - - 1.6 
Owned - Possédés 935 575 210 80 60 - 5 5 - - - 1.7 
Rented - Loués 515 300 140 45 25 5 ba - - - - 1.6 
3 rooms - 3 piéces 4,635 2,225 1,465 505 325 90 20 5 - - - 1.9 
Owned - Possédés 2,585 1,020 865 350 260 65 20 5 - - - 2.1 
Rented - Loués 2,045 1,205 595 155 70 25 - - - - - 1.6 
4 rooms - 4 pièces 13,185 |: 2,840 5,000 2,730 1,790 625 140 45 20 5 - 2.5 
Owned - Possédés 10,370 2,035 4,035 2,150 1,420 550 135 40 15 5 - 2.5 
Rented - Louës 2.825 800 970 575 375 75 25 5 - - - 2.3 
5 rooms - 5 piéces 26, 130 2,750 7,115 5,290 6,280 2,945 1,070 465 130 45 40 3.2 
Owned - Possédés 23,570 2,325 6,355: 4,725 5,810 2.715 980 445 130 40 40 3.3 
Rented - Loués 2,560 425 760 565 470 230 90 15 - 5 - 2.9 
6 rooms - 6 pièces 26,225 2.325 6,975 5,275 6,365 3.035 1,425 480 235 70 55 3.3 
Owned - Possédés 24,320 2.105 6,435 4,880 5,860 2.865 1,365 470 220 65 55 3.4 
Rented - Loués 1,905 215 535 390 500 175 60 15 15 - - 3.1 
7 rooms - 7 pièces 18,395 1,900 4,510 3,400 4,005 2,565 1,135 535 215 60 75 3.5 
Owned - Possédés 37,010 1,730 4,180 3.100 3.720 2,365 1,055 520 205 55 70 3.5 
Rented - loués : 1,385 165 325 300 285 195 80 10 10 5 5 3.3 
8 rooms - 8 pièces 12,515 1,440 3,075 2,110 2,765 1,475 520 380 145 85 125 3.5 
Owned - Possédés 11,710 1,270 2,850 1,960 2,645 1,390 885 360 135 80 125 3.5 
Rented - Loués 810 175 225 145 120 80 35 20 15 - - 3.0 
8 rooms - 8 pièces 6,665 595 1,535 1,185 1,330 835 530 285 85 65 50 3.7 
Owned - Possédés 6,220 . 535 1,430 1,100 1,290 895 505 270 95 50 50 3.7 
Rented - Loués 440 65 100 95 100 40 25 10 - 10 - 3.3 
10 rooms and over - 
10 pièces et plus 6,965 675 1,435 1,105 1,285 1,000 360 215 165 40 70 3.7 
Owned - Possédés 6,075 595 1,320 1,020 1,170 860 535 200 165 40 70 3.8 
Rented -. loués 490 80 120 85 120 45 20 10 5 - - 3.1 
Average number of rooms - 
Nombre moyen de piéces 6.2 5.3 6.0 6.2 6.4 6.7 7.0 7.1 7.5 7.5 7.8 
6.3 5.6 6.1 6.2 6.4 6.7 7.1 7.1 7.5 7.5 7.8 
5.2 4.2 5.1 5.6 6.0 6.2 6.4 7.6 7.2 7.7 7.0 


Owned - Possédés 
> Rented - Loués 


See note ls) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non~farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
asked 


Households by number of persons 


priate Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
and tenure h 
Nombre de pièces par logement Total Nonbre 
et mode d'occupation des soyen 
P ménages 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements pr ives 
occupés 111,820 15,920 30,505 20,910 23.200 | 11,980 5,425 | 2,215 905 355 410 3.2 
Owned - Possédés 98,775 12.350 26,750 18.570 21.165 | 11.125 5,095 | 2,130 865 330 405 3.3 
Rented - loués . 13,040 3.565 3,755 2.345 2,040 855 330 85 40 25 5 2.6 
1 room - 1 pièce 620 480 80 25 15 10 10 - - - - 1.4 
Owned - Possédés | 440 335 55 25 10 10 5 - - - - 1.4 
Rented - Loués 180 145 20 - 5 - 5 - - - - À 1.4 
2 rooms - 2 pièces 1,430 860 345 120 85 5 5 10 = - - 1.6 
Owned - Possédés g10 560 205 70 60 - 5 10 - - - 1.7 
Rented - loués 515 300 140 45 20 5 - - - - - 1.6 
3 rooms - 3 pièces 4,610 2,220 1,450 500 325 95 20 5 - - - 1.8 
Owned - Possédés 2.565 1,015 860 340 260 65 20 5 - - - 2.1 
Rented - Loués 2,050 1,205 595 155 65 30 - - - - - 1.6 
4 rooms - 4 piéces 13,045 2,820 4,970 2,690 1,745 610 140 45 20 10 - 2.5 
Owned - Possédés 10,245 2,025 4,010 2.120 1,370 540 110 40 20 5 - 2.5 
Rented - Loués 2.805 790 960 570 375 75 30 5 - - - 2.3 
5 rooms - 5 pièces 25,775 2,725 7,050 5,260 6,155 2,900 1,025 450 125 45 35 3.2 
Owned - Possédés 23,215 2.300 6.290 4,695 5.685 2.675 935 435 125 40 35 3.3 
Rented - loués 2.560 425 760 565 465 230 30 15 - 5 - 2.9 
6 rooms - 6 pièces 25,470 2,295 6,780 5,135 6,170 2,920 1,380 435 225 65 60 3.3 
Owned - Possédés 23,575 2,080 6,250 4,745 5,670 2.750 1,315 420 210 65 55 3.4 
Rented - Loués 1,895 215 535 380 500 165 60 10 15 - - 3.1 
7 rooms - 7 pièces 17,510 1,860 4,300 3.210 }- 3,825 2,430 1,040 525 180 55 75 3.4 
Owned - Possédés 16,155 1,695 3,980 2,910 3,545 2,235 980 505 180 50 70 3.5 
Rented - Loues 1,350 160 320 300 275 195 65 10 10 5 5 3.3 
8 rooms - 8 pièces 11,645 1,420 2,835 1,925 2,575 1,360 845 340 140 85 115 3.5 
Owned - Possédés 10,855 1,250 2.625 1.780 2,455 1,285 B10 330 130 80 120 3.5 
Rented - Loués 790 175 215 145 120 75 35 15 10 5 - 2.9 
9 rooms - 9 pièces 6,000 590 1,395 1,080 1,230 820 455 250 80 60 45 3.6 
Owned - Possédés 5,580 525 1.305 990 1,135 785 430 235 85 50 45 3.7 
Rented - Loués 425 65 80 95 90 40 20 15 - 10 - 3.3 
10 rooms and over - 
10 pièces et plus 5,715 640 1,295 975 1,080 830 500 165 125 40 75 3.7 
Owned - Possédés 5,235 560 1,170 885 965 785 475 155 120 40 75 3.7 
Rented - loués 485 80 120 85 110 45 20 15 5 - - 3.1 


Average number of rooms - 
Nombre moyen de piéces 
Qwned - Possédés 

Rented - Loués 
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See note(s} at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Owellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de piéces par logement Tote! on 
et mode d'occupation ménages 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 4,575 180 1,030 840 1,105 710 385 190 105 5 15 3.8 
Owned - Possédés 4,460 ‘ 170 990 835 1,080 695 375 190 105 10 10 3.8 
3.4 


Rented - Loués 110 10 40 10 25 10 35 5 - - - 


1 room - 1 pièce - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - - - - -_ 
Rented - Loués - - : - - - -f - - - - -- 


2 rooms - 2 piéces 20 10 - 10 - - - - - - - 1. 
Owned - Possédés 25 10 - 5 - - - - - - - 1 
Rented - Loués - - - - - - - - - - - . 


3 rooms - 3 pièces 20 5 10] - 5 - - - - - - - 2.1 
Owned - Possédés 20 5 15 10 - - - - - - - 2.1 
Rented - Loués - - - - - - - - - - - -- 

4 rooms - 4 piéces 150 15 30 40 50 10 - - - - - 3.1 
Owned - Possédés 125 10 20 35 50 10 - - - * - 3.2 
Rented - Loués 25 5 10 5 - - - - - - - 1.9 

5 rooms - 5 pièces 350 25 65 30 125 45 45 10 5 - - 3.9 
Qwned - Possedés 350 20 70 30 130 45 45 10 5 - - 3.9 


Rented - Loués - - - - - - - - - - - - 


6 rooms - 6 piéces 755 25 190 140 180 115 45 40 10 - - 3.7 
Owned - Possédés 745 20 190 135 190 110 45 40 10 - - 3.7 
Rented - Loués 10 - - 5 - 5 - - - - - 4.1 

7 rooms - 7 pièces 885 40 210 190 185 130 90 15 30 5 - 3.7 
Owned - Possedés 855 35 200 190 175 130 75 15 30 - - 3.7 
Rented - Loués 35 5 10 - 10 - 15 - - - - 4.1 

8 rooms - B pièces 870 20 235 185 190 110 75 35 10 - 10 3.7 
Owned - Possédés 855 25 230 185 190 110 75 35 10 - 10 3.7 
Rented - Loués 15 - 10 - - -$ - 5 - - - 4.3 

9 rooms - 9 pièces À 665 10 140 110 160 115 75 35 10 5 5 4.1 
Owned - Possédés 645 10 129 110 155 115 75 35 10 5 - 4.1 
Rented - Louës 15 - 15 - 5 - - - - - - 2.6 

10 rooms and over - 

10 pièces et plus 850 30 145 135 210 175 60 50 45 - - 4.1 
Owned - Possédés 840 35 145 135 200 170 60 50 45 - - 4.1 
Rented - Loués 10 - - - 10 - - - - - - 4.0 


Average number of rooms - 


Nombre moyen de piéces 7.8 6.8 7.6 7.7 7.7 8.0 7.9 8.2 8.8 7,9 8.3 os 
7.8 6.9 7.7 7.7 7.6 8.1 7.5 8.2 8.8 7.8 8.3 
7.1 5.0 7.1 4.9 8.8 7.0 7.0 8.0 -- °° = 


Owned - Possédés 
D Rented - loués 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dweliings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de piéces par logement Total Nonbre 
et mode d'occupation des moyen 
ménages 
prives personnes 
par 
ménage 


New Brunswick - Nouveau- 
Brunswick 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 214,920 32,920 56,565 40,150 43,660 | 23,835 | 10,720 | 3,835 | 1,745 850 625 3.2 
Owned - Possédés 157.680 15,880 38.860 30,190 36.275 | 20,840 9.410] 3,360 | 1,540 790 540 3.4 
Rented - Loués 57,235 17,045 17,705 9.960 7,395 2.995 1,310 475 200 70 85 2.5 
i room - 1 pièce 1,190 945 135 65 30 10 - - 5 - - 1.4 
Owned - Possédés 425 285 65 40 25 10 - - 5 - - 1.7 
Rented - Loués 765 660 70 20 5 - - - . - - 1.2 
2 rooms - 2 pièces 3,515 2,440 740 220 70 30 5 - - - - 1.4 
Owned - Possédés 1,005 565 270 95 45 20 5 - - - - 1.7 
Rented - Loués 2,510 1,880 470 120 25 10 - - - - - 1.3 
3 rooms - 3 pièces 12,395 6,850 3,845 955 485 175 30 25 15 § 1.7 
Owned - Possédés 2,855 1,000 965 385 305 115 35 15 15 5 5 2.3 
Rented - Loués 9,545 5,850 2.875 570 180 60 - 10 - - - 1.5 
4 rooms - 4 piéces 30,745 7,555 11,670 6,510 3, 480 1,015 355 65 55 35 5 2.4 
Owned - Possédés 13, 860 2.625 5,070 3.075 2.010 675 265 60 45 35 5 2.6 
Rented - Loués 16.885 4,930 6,605 3,430 1,465 340 go 10 15 - : 2.2 
5 rooms - 5 pièces 47,820 5,385 13,460 10,355 10,895 4,900 1,860 570 265 95 35 3.1 
Owned - Possédés 35.640 3,425 9.400 7,635 8, 660 4,100 1,595 470 230 80 40 3.3 
Rented - Loués 12, 180 1,960 4,060 2,725 2,235 795 260 95 30 10 - 2.8 
6 rooms - 6 pièces 45,090 4,095 11,215 9,000 11,255 5,745 2,385 835 340 140 80 3.4 
Owned - Possédés 37,055 3,160 9,220 7,225 9.505 4,815 1,965 685 290 120 65 3.4 
Rented - Loués 6,030 935 1.990 1,775 1,745 930 415 155 45 20 20 3.3 
7 rooms - 7 pièces 30,410 2,255 6,915 5,460 7,500 4,510 2,275 825 390 145 130 3.6 
Owned - Possédés 26.970 1,960 6.140 4,820 6.695 4,045 2,000 730 330 140 110 3.6 
Rented - Loués 3,445 295 775 640 805 465 275 100 65 15 15 3.6 
8 rooms - 8 pièces 21,355 1,560 4,525 3,875 5,005 3,425 1,655 650 340 175 155 3.7 
Owned - Possédés 19.420 1,365 4,120 3,535 4,480 3,225 1,490 600 315 160 135 3.7 
Rented - Loués 1,935 195 405 335 525 205 160 50 25 10 25 3.6 
8 roons - 8 pièces 10,865 825 1,865 1,725 2,650 2,030 1,018 415 140 110 100 3.9 
Owned - Possédés 10,035 745 1,685 1,575 2,445 1,925 965 370 135 95 80 3.8 
Rented - Loués 835 80 180 150 205 105 50 45 5 10 10 3.7 
10 rooms and over - 
10 pièces et plus 11,530 1,010 2.200 1,985 2,305 1,990 1, 140 445 195 150 110 3.9 
Owned - Possédés 10.410 750 1.920 1,780 2.100 1.915 1,080 430 175 145 100 4.0 
Rented + Loués 1,445 255 280 195 200 75 55 10 20 - 15 3.0 


Average number of rooms - 
Nombre moyen de pièces 
Owned - Possédés 

Rented - Louës 
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See note(s) at end of table. - Voir note à ls fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample dats - Basé sur les données-échantilion (20%) 


Households by number of persons Average 

. number of 

Total A persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling 
and tenure household 
ot Nombre 
Nombre de piéces par logement moyen 
et mode d'occupation nénages 7 de 
personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 116,595 21,900 33,325 21,515 21,750] 11,175 4,450 | 1,500 520 230 170 2.9 
Owned - Possédés 70,115 7,150 18.600 13,770 16,290 8.985 3,495 1,110 375 235 110 3.3 
Rented - Loués 46.480 14,750 14,725 7,750 5,460 2.185 955 330 145 60 60 2.4 
1 room - 1 pièce 660 560 70 25 10 - - - 5 - - 1.3 
Owned - Possédes 40 20 5 15 - - - - 5 - - 2.5 
Rented - Loués 625 540 65 10 10 - - - - - - 1.2 
2 rooms - 2 pièces 2,285 1,760 420 90 20 - - - - - - 1.3 
Owned - Possédés 115 70 25 15 - - - - - - - 1.6 
Rented - Loués . 2.170 1,685 390 70 15 - - - - - - 1.3 
3 rooms - 3 piéces 8,905 5,455 2,770 440 160 55 - 20 - - - 1.5 
Owned - Possédés 650 250 265 70 45 10 - 10 - - - 2.0 
Rented - Loués 8,250 5,200 2,505 370 115 45 - 10 - - - 1.5 
4 rooms - 4 pièces 19,045 5,435 7,740 3,750 1,560 420 100 25 5 10 - 2.2 
Owned - Possédés 4,790 1,080 2,005 970 500 150 60 15 - 10 - 2.4 
Rented - Loués 14,255 4,355 5,725 2,780 1.065 270 45 5 5 - - 2.1 
5 rooms - 5 pièces 23,880 3,270 7,710 5,310 4,765 1,865 650 210 65 25 5 2.9 
Owned - Possédés 13,835 1,605 4,285 3,030 3,045 1,260 430 125 35 15 5 3.0 
Rented - Loués 10,040 1,660 3, 430 2,280 1,715 610 215 90 30 5 - 2.7 
6 rooms - 6 piéces 23,255 2,530 6,440 4,850 5,480 2,535 935 320 105 55 15 3.2 
Owned - Possédés 17,035 1,790 4,880 3.445 4,145 1.865 625 195 65 30 - 3.2 
Rented - Loués 6,220 740 1,555 1,405 1,335 670 310 120 40 20 15 3.2 
7 rooms - 7 pièces 15,725 1,265 3,715 2,895 4,060 2,340 925 325 130 35 30 3.5 
Qwned - Possédés 13,210 1.050 3.170 2,465 3,450 1,960 745 230 90 25 20 3.5 
Rented - Loues 2,515 215 550 430 ° 605 385 180 90 40 5 15 3.7 
8 rooms - 8 pièces 10,785 705 2,275 2,065 2,770 1,710 810 250 115 45 40 3.7 
Owned - Possédés 9.575 580 2,055 1.885 2.405 1.600 680 210 100 35 30 3.6 
Rented - loués 1,210 130 225 185 360 110 125 40 10 10 15 3.7 
8 rooms - 9 pièces 5,580 355 965 960 1,510 1,095 450 145 35 35 35 3.8 
Owned - Possédés 5.115 315 865 860 1,410 1,035 415 120 35 30 25 3.8 
Rented - Loués 465 40 105 100 100 60 35 25 - 5 5 3.7 
10 rooms and over - 
10 pièces et plus 6.480 565 1,220 1,140 1,420 1,150 585 210 60 90 35 3.8 
Owned - Possédés 5,740 395 1,045 1,010 1,280 1,115 545 195 40 go 30 3.9 
Rented - Loués 735 170 180 125 135 45 40 10 15 5 5 3.1 


Average number of rooms - 
Nombre moyen de piéces 5.9 4.5 5.5 6.1 6.6 7.1 7.4 7.4 
Owned - Possédés 6.7 6.0 * 6.3 6.6 6.9 7.4 7.6 7.8 
D 4.6 3.7 4.5 5.0 5.6 5.8 6.5 6.4 


mi 
nur QG 


Rented - Loués 


See note(s) ot end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total Ménages selon le nombre de personnes 


: private 
Number of rooms per dwelling households household 
and tenure i. 
Nombre de piéces par logement Total ba 
et mode d'occupation ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 
dweilings - 
Total des logements privés 


occupés 98,325 11,020 23,240 18.640 21,915 | 12,660 6.270) 2,335} 1,220 565 455 3.4 
Owned - Possédés 87.565 8.730 20,260 16.420 19,985 11,850 5.9157 2,250] 1,165 550 430 3.5 
Rented - Loues 10,760 2.290 2,980 2.215 1,930 810 355 90 55 15 25 2.8 
1 room - 1 pièce 525 385 65 40 20 10 - - - - - 1,5 
Owned - Possédés 385 260 65 25 20 10 - - - - - 1.6 
Rented - loués 140 120 5 15 - - - - - - - 1.3 

2 rooms - 2 pièces 1,230 685 325 130 50 30 10 - - - - 1.7 
Owned - Possédés 885 490 245 80 45 20 10 - - - - 1.7 
Rented - Loués 345 190 80 50 10 10 -] - - - - 1.7 

3 roons - 3 pièces 3,495 1,400 1,075 515 320 120 35 5 15 5 5 2.1 
Owned - Possédès 2.200 750 705 320 260 110 35 10 15 5 5 2.3 
Rented - Loués 1,290 650 370 195 65 10 - - - . - 1.8 

4 rooms - 4 pièces 11,700 2,120 3,935 2,760 1,915 595 260 45 50 25 5 2.7 
Owned - Possédés 9,075 1,545 3,065 2,105 1,515 525 215 35 45 25 5 2.7 
Rented - Loués 2.635 575 870 655 405 70 50 5 5 - - 2.5 

5 rooms - 5 piéces 23,945 2.120 5,750 5,050 6, 130 3,030 1,210 355 195 70 35 3.4 
Owned - Possédés 21,800 1,820 5,115 4,605 5,610 2.840 1,165 345 195 70 30 3.4 
Rented - Loués 2,135 295 630 445 520 190 45 10 - - - 2.9 

6 rooms - 6 pièces 21.835 1,565 4,775 4,155 5,775 3,210 1,450 520 235 90 60 3.6 
Owned - Possédés 20,020 1,375 4,340 3,780 5,365 2.950 1,340 490 225 85 60 3.6 
Rented - loués 1,810 190 430 375 410 260 110 30 5 - - 3.3 

7 rooms - 7 pièces 14,685 |. 990 3, 195 2.565 3,440 2,165 1,345 505 260 110 100 3.8 
Owned - Possédés 13,755 910 2.970 2.355 3,245 2,085 1,255 495 240 115 95 3.8 
Rented - Loués 935 80 230 210 195 80 95 10 20 5 - 3.5 

8 rooms - 8 pièces 10,570 850 2,245 1,810 2,235 1,720 845 400 225 130 115 3.8 
Owned - Possédés 9.845 785 2, 060 1,655 2,075 1,620 815 390 210 130 110 3.8 
Rented - Loués 725 65 185 155 160 100 30 10 10 - 10 3.4 

9 roons - 9 pièces 5,285 470 895 765 1,135 835 565 270 105 75 65 4.0 
Owned - Possédés 4,820 430 825 715 1,035 890 550 250 100 70 60 4.0 
Rented - Loués 365 40 75 50 100 50 10 15 5 5 10 3.8 

10 rooms and over - 

10 pièces et plus 5,055 445 975 850 885 840 555 235 140 55 75 4.0 
Owned - Possédés 4,675 360 875 785 820 800 540 235 130 55 70 4.1 
Rented - Loués 380 85 100 70 65 35 20 - 5 - 5 2.9 


Average number of rooms - 


Nombre moyen de pieces 6.1 5.2 5.9 6.0 6.2 6.6 6.9 7.2 7.1 7.3 7.7 
Owned - Possédés 6.2 5.4 6.0 6.1 6.2 6.6 6.9 7.2 7.1 7.3 7.7 
Rented - Loués 5.3 4.2 5.2 5.3 5.8 6.3 6.4 6.8 7.2 7.3 8.5 


See note (s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillan (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


A per 
Number of rooms per dwelling 
and tenure households household 
wa Nombre 
Nombre de pièces par logement moyen 
1 . 
et mode d'occupation ménages 7 de 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 94,560 10,855 22,525 17,985 21,115 11,960 5,870 | 2,150 1,160 515 425 3.4 
Owned - Possédés 83,880 8.565 19,570 15,780 19,205 11.165 5,520 2.065 1.110 505 400 3.5 
Rented - loués 10,680 2,290 2,955 2,200 1,910 780 345 90 55 15 25 2.8 
1 room - 1 pièce 525 380 70 40 25 10 - - - - - 1.5 
Owned - Possédés 380 260 60 25 20 5 - - - - - 1.6 
Rented - Loués 145 120 5 10 - 5 - - - - - 1.3 
2 rooms - 2 pièces 1,230 685 325 130 55 30 10 - - - - 1.7 
Owned - Possédés 890 490 245 80 45 20 10 - - - - 1.7 
Rented - Loués 345 195 80 50 10 10 - - - - - 1.7 
3 rooms - 3 pièces 3.460 1,390 1,065 505 315 115 30 10 15 5 5 2.1 
Owned - Possédés 2.165 745 695 305 255 105 30 5 15 5 5 2.3 
Rented - Loués 1,295 645 370 195 65 10 - - - - - 1.8 
4 rooms - 4 piéces 11,605 2,415 3,900 2,735 1,890 585 250 45 50 25 5 2.7 
Owned - Possédés 8,980 1,535 3,020 2.085 1.495 525 205 40 45 20 5 2.7 
Rented - Loués 2.625 580 875 655 400 70 50 5 5 - - 2.5 
5 rooms - 5 pièces 23,540 2.100 5.650 4,985 6,040 2,940 1,185 335 180 70 35 3.4 
Owned - Possédés 21,420 1,805 5,030 4,540 5,520 2,760 1,145 325 190 70 35 3.4 
Rented - Loués 2.120 295 625 440 520 185 35 10 - : - 2.9 
6 rooms - 6 piéces 21,170 1,545 4,655 4,050 5,620 3,065 1,375 495 225 85 60 3.6 
Owned - Possédés 19,360 1,350 4,225 3,675 5,205 2.805 1.265 460 220 85 55 3.6 
Rented - Loués 1.810 190 430 375 410 260 110 35 5 - - 3.3 
7 rooms - 7 pièces 13.910 960 3,100 2.400 3,265 2,015 1,250 470 250 110 85 3.8 
Owned - Possédés 13,005 880 2.875 2,185 3.075 1.840 1,160 460 225 110 85 3.8 
Rented - Loués 910 80 225 210 190 75 95 |. 10 25 5 5 3.5 
8 rooms - 8 pièces 9,840 810 2,075 1,685 2,075 1,625 780 350 215 115 105 3.8 
Owned - Possédés 9,125 750 1,895 1,530 1,915 1,530 760 335 205 115 100 3.8 
Rented - Loués 715 60 175 155 160 100 30 10 15 bd 10 3.4 
8 rooms - 8 pièces 4,790 445 825 690 1,045 825 500 240 80 65 65 4.0 
Owned - Possédés 4,430 405 750 645 940 780 485 220 85 60 60 4.0 
Rented - Loués 360 40 75 45 105 50 15 20 5 5 10 3.8 
10 rooms and over - 
10 pièces et plus 4,495 435 860 765 790 735 475 210 125 35 65 3.9 
Owned - Possédés 4,130 350 770 705 730 700 455 210 125 30 60 4.0 
Rentea - Loués 365 85 95 60 65 35 20 - 5 - 5 2.9 


Average number of rooms - 


Nombre moyen de pièces 6.1 5.2 5.8 5.9 6.2 6.6 6.8 7.1 7.0 7.1 7.7 
Owned - Possédés 6.2 5.4 5.9 6.0 6.2 6.6 6.8 7.2 7.0 7.1 7.6 
D Rented - Loués 5.3 4.2 5.2 5.3 5.8 6.3 6.4 6.8 7.2 7.3 8.5 


See notels] at end of table. - Voir nota à ta fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
esate 


Households by number of persons 


private Ménages selon ie nombre de personnes 


Number of rooms per dueliing |i iseholds household 
and tenure LU 
Nombre de pièces par logement Total Nombre 
et mode d’occupation des moyen 
ménages 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwetiings - 
Total des logements privés 
occupes 3,765 165 720 655 800 705 400 185 $5 50 35 4.0 
Owned - Possédés 3, 680 165 695 645 785 685 395 180 60 45 35 4.0 
Rented - Loués 80 - 20 15 15 20 10 - - - - 3.7 
1 room - 1 pièce 5 - - - - - - - - - - 1.0 
Owned - Possédés 5 - - - . - - - - - - 1.0 
Rented - Loués - - - - - - - - - - - 7 
2 rooms - 2 piéces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - - - - -- 
Rented - Loués - - - - - - - - - - - = 
3 rooms - 3 pièces 35 5 10 5 5 5 - - - - - 2.9 
Owned - Possédés 30 5 5 10 5 5 - - - - . 2.9 
Rented - toués - - - . - - - - - - - -- 
4 rooms - 4 pièces 100 5 40 20 25 - 5 - - . - 2.9 
Owned - Possédés 80 5 40 20 20 - 5 - - - - 2.9 
Rented - Loués 5 - - - 5 - - - - - - 4.0 
5 rooms - 5 pièces 405 15 95 65 7 ge go 20 20 5 . - 3.7 
Owned - Possédés 385 15 90 65 90 85 20 20 5 - - 3.7 
Rented - Loués 20 - 5 5 - 5 5 - - - - 4.0 
6 rooms - 6 pièces 665 25 120 110 155 145 75 25 10 5 5 4.1 
Owned - Possédés 660 20 115 105 155 145 70 25 10 5 5 4.1 
Rented - Louës 5 - 5 - - - - - - - - 2.0 
7 rooms - 7 piéces 775 30 100 165 180 150 100 35 10 - 10 ai 
Owned - Possédés 755 30 95 170 165 145 95 30 10 - 10 4.1 
Rented - Loues 25 - 5 - 10 5 - - - - - 4.1 
8 rooms - 8 pièces 730 40 175 120 160 95 60 50 15 10 10 3.9 
Owned - Possédés 715 40 170 125 160 95 50 50 10 10 10 3.9 
Rented - Loves 10 - 5 - - - - 5 - - - - 3.7 
8 rooms - 9 pièces 495 25 70 75 95 115 65 25 15 10 - 4.2 
Owned - Possédés . 490 30 70 70 95 115 65 30 15 5 - 4.3 
Rented - loués 5 - - 5 - - - - - - - 3.0 
10 rooms and over - 
10 piéces et plus 555 10 115 85 95 100 80 25 10 20 5 4.4 
Owned - Possédes 545 10 110 80 95 100 85 25 10 25 5 4.4 
Rented - Louës 15 - - 5 - 5 - - - - - 3.3 
Average number of rooms - 
Nombre moyen de pièces 7.5 7.2 7.4 7.4 7.3 7.5 7.9 7.7 7.9 10.1 8.3 
Owned - Possédés 7.5 7.2 7.4 7.4 7.3 7.5 7.9 7.7 7.9 10.1 8.3 
Rented - Loués 7.1 = 7.1 8.7 5.8 7.4 6.4 -- - == - 


See note ls) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de piéces et le mode d’occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons number of 

Total . persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling 
and tenure househo ds household 
Nombre de piéces par logement Tore! ‘oven 
et mode d’occupation nénages 7 PA 
privés personnes 
par 
: = ménage 


Québec 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 2,172,855 425,055 610.290 406,945 417,845 | 196,835 | 75,595 | 24,135 | 9,185 | 3,870 | 3,105 2.9 
Owned - Possédés 1.157.430 83,960 271.370 243,770 308.035 | 156.205 | 60.680 | 19,580 | 7.355 | 2,995 | 2.475 3.4 
Rented - Loués 1,015, 430 341,090 338,930 163,170 108.810 | 40,630] 14,915] 4,555 | 1,830 875 625 2.3 
1 room - 1 pièce 35,790 32,485 2,790 230 145 75 50 15 5 - - t.1 
Dwned - Possédés 1,130 790 160 75 55 35 20 - 5 - - 1.7 
Rented - Loués 34,665 31.695 2,635 160 35 35 25 15 - - - 1.1 
2 rooms - 2 pièces 72,260 55,130 14,780 1,520 520 205 50 15 10 10 15 1.3 
Owned - Possédés 3,840 2,305 1,105 215 110 70 10 5 5 - 10 1.6 
Rented - Loués 68, 420 £2,830 13,675 1,305 405 130 40 15 10 15 5 1.3 
3 rooms - 3 pièces 229.700 134,430 78,365 11,780 3,415 1,050 305 145 80 50 85 1.5 
Owned - Possédés 16,795 6.905 6.840 1,635 835 335 90 60 30 25 50 1.9 
Rented - Loués 212,905 127,530 71,525 10.150 2,580 710 215 85 45 20 40 1.5 
4 rooms - 4 piéces 441,760 102, 560 187,580 81,570 44,985 | 10,880 2,925 735 245 150 125 2.3 
Owned - Possédés 91.665 15,725 37,390 20.650 13,200 3,295 960 250 95 50 45 2.5 
Rented - Loués 350,090 86,835 150,195 70,915 31.780 7,585 1,965 485 150 100 80 2.2 
5 rooms - 5 pièces 552,110 51,060 153,675 131,525 140,075 | 53,950 | 15,885} 3,880 | 1,220 495 ° 335 3.1 
Owned - Possédés 323.855 22,655 84,260 76.850 81,575 | 35,165 9.760! 2,440 705 265 200 3.2 
Rented - Louës 228,250 28,410 69,415 54.680 48,505 | 18,785 6,125 | 1,440 515 235 135 3.0 
6 rooms - 6 pièces 324,235 23,375 79,485 72,005 86,355 | 40,885 | 14,880 | 4,690 | 1,550 500 405 3.4 
Owned - Possédés 252, 195 15,215 59,250 55,880 71,325 | 33.5401 11.715 | 3,460] 1.185 335 285 3.4 
Rented - loués 72,040 8.165 20,230 16,125 15,030 7,345 3,165) 1,225 465 165 125 3.2 
7 rooms - 7 piéces 225,925 12,585 45,410 45,845 62,425 | 36,390} 14,965] 5.170] 1,775 835 530 3.7 
Owned - Possédés 198.035 9,470 38,745 39.990 56,520 | 33,170] 13,235! 4,415 | 1,450 645 415 3.7 
Rented - Loués 27,890 3,115 6.670 5.855 5.910 3,220 1.735 755 325 190 120 3.4 
8 rooms - 8 pièces 152,515 7,250 27,205 29,110 42,710] 26,615] 12,320] 4,220 | 1,910 635 545 3.8 
Owned - Possédés 140,665 6,095 24,615 26,700 40,080 | 25,090] 11,415] 3,925] 1,690 565 480 3.8 
Rented - Loves 11.850 1,155 2,595 2,405 2,625 1,520 805 295 215 65 60 3.6 
8 rooms - 9 pièces 70,235 2,730 10,940 12,545 19,885 | 13,460 6,545 | 2,290 805 520 420 4.0 
Owned - Possédés 66,095 2.270 10,105 11,770 18,970 { 12,805 6,225] 2.190 875 490 395 4.9 
Rented - Loués 4,145 460 835 775 915 655 320 105 30 30 20 3.6 
10 rooms and over - 
10 pièces et plus 68, 330 3,445 10, 060 10,815 17,335 | 13,335 7,670} 2.975} 1,380 670 645 4.1 
Owned - Possédés 63.150 2,540 8,905 10,010 16,365 | 12,695 7,255] 2,845 | 1,315 615 610 4.2 
Rented - loués 5,180 900 1, 155 810 970 640 415 135 65 55 35 3.4 


Average number of rooms - 


Nombre moyen de piéces 5.3 3.7 4.9 5.6 6.1 6.6 7.0 7.2 7.5 7.6 7.7 
Owned - Possédés 6.4 5.4 5.9 6.2 6.5 6.9 7.3 7.6 7.8 8.0 8.1 
Rented - Loués 4,1 3.2 4.1 4.7 5.1 5.4 5.7 5.9 6.1 6.2 6.1 


See notels) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Dita Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
Nombre de pièces par logement Total Nombre 
et mode d‘occupation des neyen 
ménages 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 1,751,755 379,995 503,600 323,955 324,685 | 144,605] 51,620 | 15,130 | 4,975} 1,840] 1,350 2.8 
Owned - Possédés 807,985 54,905 188.135 174,350 226.470 | 108.570 | 38,665 f 11,270 | 3.470] 1.170 995 3.4 
Rented - Loués 943,770 325,090 315,470 149,610 88,220, 36.040 | 12,955} 3,860 | 1,505 670 355 2.2 
1 room - 1 pièce 34,690 31,720 2.640 160 85 40 25 15 - - . 1.1 
Owned - Possédés 600 450 70 25 30 15 10 - - - - 1.5 
Rented - Loues 34,090 31,275 2,570 135 55 25 15 15 - - - 1. 
2 rooms - 2 pièces 67,215 51,965 13,400 1,295 365 150 25 10 - 5 5 1.3 
Owned - Possédés 1.735 1,125 475 75 20 30 - - - - 5 1.5 
Rented - loués 65,480 50.840 12,925 1,215 350 115 20 5 - 5 - 1.3 
3 rooms - 3 pièces 212,955 127,365 71,955 10,020 2.625 725 155 60 25 10 20 1.5 
Owned - Possédés 8.950 3,985 3.825 720 275 110 10 20 5 5 - 1.8 
Rented - Loues 204,000 123,385 68,130 9.295 2,345 615 140 40 20 5 1§ 1.5 
4 rooms - 4 piéces 384,585 92,580 164, 830 78,510 37,055 8,605 2,290 510 130 55 20 2.3 
Owned - Possédés 54,895 10,105 22,800 12,120 7,565 1,675 485 105 35 10 5 2.5 
Rented - Loués 329.690 82.475 142,030 66,390 29,495 6,925 1,805 410 95 50 15 2.2 
5 rooms - 5 pièces 435,645 41,740 323,310 105,030 109,215 | 40,720} 11,785 | 2,660 780 280 130 3.1 
Dwned - Possédés 226,030 15, 680 59,430 54,500 64,685 | 23,615 6,225 | 1,390 345 90 65 3.2 
Rented - Loués 209,620 26.055 63,875 50,535 44,530] 17,100 5,565 1,270 435 185 70 2.9 
6 rooms - 6 pièces 245,350 17,815 61,205 56,010 66,435 | 29,505 9,840] 3,105 950 290 190 3.3 
Owned - Possédés 182,025 10,785 43,470 41,650 53.165 | 23,075 7,080 | 2,015 525 160 95 3.4 
Rented - Loves 63.325 7.030 17,735 14,360 13,270 6,435 2.765 | 1,085 425 130 95 3.2 
7 roons - 7 pièces 163,285 8,550 32,855 34,125 47,600 | 25,815 9,780 | 2,985 900 425 265 3.6 
Owned - Possédés 140.560 6,165 27,495 29,290 42,635 | 23,175 8.375 | 2.355 630 245 190 3.6 
Rented - Loués 22.730 2.380 5.360 4,835 4,965 2.640 1,400 630 265 175 80 3.4 
8 rooms - 8 pièces 108,825 4,540 19.040 21,600 32,540 | 19,235 8.015 | 2,465 960 265 18S 3.8 
Owned - Possédés 100,250 3,720 17,350 19.830 30,675 | 18.050 7,280 | 2,235 775 200 140 3.8 
Rented - loués 8,575 820 1,690 1,765 1,865 1,185 735 230 180 60 45 3.7 
8 rooms - 9 pièces 50,745 1,610 7,630 9,360 15,555 9,915 4,410) 1,400 460 24s 165 4.0 
Owned - Possédés 47,925 1,300 7.110 8, 860 14,915 9.415 4.190} 1,325 430 220 145 4.0 
Rented - loués 2,825 305 520 505 640 495 220 75 25 20 15 3.6 
10 rooms and over - 
10 pieces et plus 48,460 2,120 6,745 7,850 13,200 9,905 5,290} 1,925 775 275 380 4.1 
Owned - Possédés 45.015 1,585 6,115 7,285 12,500 9,410 5,000 | 1,820 72 230 345 4.2 
Rented - Loués 3,445 535 630 570 700 495 290 105 50 40 35 3.6 


Average number of rooms - 
Nombre moyen de pièces 
Owned - Possédés 

Rented - loués 
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See notels] et end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by nunber of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de pièces par logement Tore! bo 
1 A 
et mode d'occupation ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 421,105 45,055 106,695 82,990 93,160 | 52,230 | 23,980 | 9,000! 4,210] 2,030 1,760 3.4 
Owned - Possédés 349,445 29.055 83.230 69.425 82.570 | 47,640, 22,015 8.310 | 3.885 1,825 1,485 3.5 
Rented - Loués 71, 660 16,000 23.465 13,565 10,595 4,595 1.960 695 325 205 270 2.7 
1 room - 1 pièce 1,105 760 150 75 55 30 25 - 5 - - 1.7 
Owned - Possédés 530 335 85 45 20 20 15 - 5 5 - 1.8 
Rented - Loués 575 425 65 25 35 10 10 - - > 5 1.6 
2 rooms - 2 piéces 5,050 3,165 1,385 230 155 55 25 5 10 5 5 1.6 
Owned - Possédés 2.105 1.180 630 140 95 40 5 - - - 5 1.7 
Rented - Loués 2.945 1,990 750 90 60 15 20 5 10 10 10 1.5 
3 rooms - 3 pièces 16,745 7,065 6,405 1,765 790 320 150 85 55 35 70 2.0 
Owned - Possédés 7,840 2.920 3.015 910 555 230 75 45 30 20 45 2.1 
Rented - Loués 8,905 4,145 3,390 855 230 95 80 45 30 20 25 1.8 
4 rooms - 4 pièces 57,175 9,985 22,750 13,055 7,930 2,275 635 225 115 90 105 2.6 
Owned - Possédés 36.775 5,620 14,590 8,540 5.640 1,620 480 150 60 45 40 2.6 
Rented - loués 20,400 4,365 8,165 4,525 2.285 660 155 80 55 50 65 2.4 
5 rooms - 5 piéces 116, 460 9,325 30, 365 26,495 30, 860 13,235 4,095 1,215 440 220 205 3.3 
Owned - Possédés 97,830 6.970 24,825 22,350 26.890! 11,550 3.535 | 1.045 360 170 135 3.3 
Rented - Loués 18,630 2,355 5,540 4,145 3.970 1,685 560 170 80 45 70 3.0 
6 rooms - 6 piéces 78,885 5,560 18,285 15,000 19,925 | 11,375 5,040} 1,585 695 210 215 3.5 
Ownea - Possédés 70.170 4,430 15.785 | | 14,230 18,160 | 10.460 4,635 | 1.445 655 180 185 3.6 
Rented - Loués 8,715 1,130 2.500 1,760 1,765 910 405 145 45 30 30 3.1 
7 rooms - 7 piéces 62,640 4,035 12,555 11,720 14,825] 10,575 5,190 | 2, 180 875 410 260 3.8 
Owned - Possédés 57.470 3,300 11,250 10.700 13.885 | 10,000 4,855 | 2,055 820 395 220 3.8 
Rented - loués 5,165 735 4,310 1,020 940 580 335 125 55 15 40 3.3 
8 rooms - 8 pièces 43,690 2,710 8,170 7,510 10, 165 7,385 4,305 1,760 855 370 360 3.9 
Owned - Possédés 40,415 2,380 7,270 6,875 9,410 7,045 4,135 1,690 320 365 340 4.0 
Rented - loués 3,275 330 $05 635 760 335 175 65 40 10 20 3.3 
9 rooms - 9 pièces 19,490 1,120 3,310 3, 180 4,330 3,545 |. 2,135 830 445 275 255 4.1 
Owned - Possédés 18,175 970 2,995 2,915 4,055 3,385 2,030 865 445 270 250 4.2 
Rented - Loués 1,315 155 315 270 275 155 505 30 - 15 10 3.4 
10 rooms and over - 
10 pièces et plus 19,870 1,325 3,320 2,960 4,130 3,430 2,380} 1,045 610 395 270 4.2 
Owned + Possédés 18,130 960 2.790 2,725 3, 865 3,285 2,255 | 1,020 595 385 265 4.3 
Rented - loués 1,740 365 530 240 270 150 125 25 15 15 5 3.0 
‘average number of rooms - 
Nonbre moyen de pièces 6.0 5.0 5.6 5.9 6.2 6.6 7.1 7.3 7.5 7.7 7.4 
Owned - Possédes 6.2 5.4 5.8 6.1 6.3 6.7 7.2 7.4 7.7 8.0 7.7 
D Rented - loués 4.9 4.1 4.8 5.1 5.5 5.8 6.2 6.0 5.7 5.6 5.3 


See note(s) at end of table. - Voir nota à ie fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


. Average 
Households by number of persons number of 
Total à persons 

private Ménages selon le nombre de personnes per 


Nunber of rooms per dwelling households household 
Nombre de piéces per logement Tote! Nombre 
et mode d'occupation : 7 Y 
ménages de 
privés personnes 
. par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 378,115 43.395 100,555 76,005 83,495 | 43,570] 18,645; 6,680 | 2,995 | 1,435] 1.335 3.3 
Owned - Possédés 307.745 27,475 77.360 62.755 73,220] 39,115 | 16.7957 6.030 | 2.680 | 1,240] 1.070 3.4 
Rented - Loués 70,370 15,915 23.190 13.255 10, 280 4,455 1,855 650 315 195 265 2.7 
1 room - 1 pièce 1,070 740 145 70 60 20 20 - 10 - - 1.7 
Owned - Possédés 495 315 80 45 20 10 15 - 5 - - 1.8 
Rented - loués 575 425 65 30 35 10 10 - - - - 1.6 
2 rooms - 2 pièces 4,995 3,130 1,385 220 150 45 25 5 15 5 10 1.6 
Owned - Possédés 2.050 1,145 630 130 80 30 5 5 5 - 5 1.7 
Rented - Loués 2,940 1,985 750 90 60 15 20 5 5 5 5 1.5 
3 rooms - 3 pièces 16,420 7,005 6,285 1,720 755 290 140 75 55 35 65 2.0 
Owned - Possédés 7,545 2.865 2.910 865 520 200 65 30 30 15 40 2.1 
Rented - Loués 8, 880 4,135 3,380 850 235 85 75 45 25 20 25 1.8 
4 rooms - 4 pièces 55,755 9,825 22,375 12,680 7,620 2.170 565 210 115 90 110 2.5 
Owned - Possédés 35,445 5.475 14,225 8,190 5,345 1,520 415 130 60 40 45 2.6 
Rented - Loués 20,305 4,345 8.155 4,490 2,270 650 150 80 55 50 65 2.4 
5 rooms - 5 pièces 110,810 8,060 29,240 25,395 29,385 | 12,180 3,700! 1,080 375 210 195 3.2 
Owned - Possédés 92,455 6,710 23,775 21,330 25,465 10,540 3,140 915 290 155 425 3.3 
Rented - Loués 18,355 2,350 5,460 4,065 3,920 1,640 560 165 80 50 70 3.0 
6 rooms - 6 pièces 71,295 5,240 17,145 14,560 18, 130 8,790 4,230 | 1,305 545 180 170 3.5 
Owned - Possédés 62,810 4,120 14,685 12,865 16,440 8,900 3,840 1,165 500 150 140 3.5 
Rented - Loués 8,490 1,115 2.465 1.695 1,690 890 385 135 45 30 30 3.1 
7 rooms - 7 pièces 52,820 3,695 11,240 10,180 12,650 8,435 3,880 | 1,565 680 2380 205 3.7 
Owned - Possédés 47,905 2.975 9.985 9.210 41,770 7,890 3,570] 1,450 620 275 170 3.7 
Rented - Loués 4,910 715 1,255 975 885 550 305 115 60 20 35 3.3 
8 rooms - 8 pièces 34,750 2,495 7,075 6,190 8,195 5,585 2,950 1,170 580 250 255 3.8 
Owned - Possédés 31,730 2.175 6,215 5.605 7,510 5,250 2.800 1,115 565 245 240 3.8 
Rented - toués 3,020 320 855 585 685 335 150 50 30 5 15 3.3 
9 rooms - 9 pièces 15,200 1,015 2.885 2,565 3,450 2,590 1,495 615 285 160 150 3.9 
Owned - Possédés 13,965 865 2,585 2,325 3.200 2,435 1,405 585 285 145 140 4.0 
Rented - Loués 1.235 150 300 240 255 150 85 30 - 10 5 3.4 
10 rooms and over - 
10 pièces et plus 15,000 1,180 2,780 2,425 3,100 2,470 1,650 660 335 220 175 4.0 
Owned - Possèdés 13,345 815 2,270 2,190 2,855 2,335 1.545 640 320 210 170 4.1 
Rented - Loués 1,655 365 510 235 250 130 115 25 15 10 5 2.9 
Average number of rooms - 
Nombre moyen de pièces 5.9 4.8 5.5 5.8 6.1 6.5 6.9 7.1 7.2 7.3 7.0 
Owned - Possédés 6.1 5.3 5.7 6.0 6.2 6.6 7.0 7.2 7.4 7.6 7.4 
Rented - Loués 4.9 4.1 4.8 5.1 5.5 5.8 6.2 5.9 5.6 5.4 5.2 


See note (s) at end of table. - Voir note à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


i er 
Number of rooms per dwelting P 
and tenure households household 
Nombre de piéces par logement Tote! eae 
et mode d’occupation nénages 7 PA 
privés personnes 
par 
ménage 


Farm - Agricoles 


Tots! occupied private 


dwellings - 
Total des logements privés 
occupés 42,990 1,665 6,135 6,985 9,665 8,660 5,330 | 2,320 1,215 590 420 4.3 
Owned - Possédés 41,700 1,580 5,870 6,670 8,350 8,525 5,220 | 2.280 | 1.200 585 415 © 4.3 
Rented - Loués 1,285 85 270 315 315 135 110 40 10 10 5 3.6 
1 room - 1 pièce 35 20 5 - - 10 - - - - - 2.4 
Owned - Possédés 35 20 5 - - 10 - - - - - 2.4 
Rented - Loués - - - - - - - - - - - -- 
2 rooms - 2 pièces 55 30 - 0! 5 10 - - - - - 2.3 
Owned - Possédés 60 30 - 10 5 10 - - - - - 2.3 
Rented - Loués - - - - - - . - - - - -- 
3 rooms - 3 piéces 325 65 120 40 35 40 15 10 . 5 5 3.0 
Owned - Possédés 300 50 110 45 35 30 15 10 - 5 5 3.1 
Rented - Loués 30 10 10 - - 5 -|- - - - - 2.5 
4 rooms - 4 piéces 1,415 155 375 375 310 110 65 20 - 5 - 3.1 
Owned - Possédés 1,325 140 365 345 290 100 65 15 . 5 - 3.1 
Rented - Loués 85 15 10 30 15 10 10 - . - - 3.0 
5 rooms - 5 pieces 5,645 265 1,130 1,095 1,475 1,060 385 135 70 15 10 3.7 
Owned - Possédés 5,380 255 ..1,045 1,015 1,430 1,010 395 130 70 15 15 3.8 
Rented - Louës 270 10 80 80 50 40 5 5 - - - 3.3 
6 rooms - 6 piéces 7,595 320 1,135 1,435 1,790 1,580 810 280 160 30 50 4.1 
Owned - Possédés 7,360 310 1,100 1,370 1,720 1.560 795 280 160 30 45 4.1 
Rented - Louës 225 10 35 70 75 20 20 5 . - - 3.5 
comme fire = = 
7 rooms - 7 piéces 9,820 340 1,315 1,540 2,175 2,140 1,315 620 200 115 55 4.3 
Owned - Possédés 9,565 325 1,260 1,495 2.115 2.110 1,280 605 200 115 55 4.3 
Rented - Loués 255 15 50 45 60 | 35 30 15 - - - 3.7 
8 rooms - 8 pièces 8,940 210 1,100 1,320 1,970 1,795 1,360 585 360 125 105 4.5 
Owned - Possédés 8,685 205 1,050 1,270 1,895 1,795 1,340 575 350 115 100 4.6 
Rented - Loués 250 10 45 50 80 5 25 10 15 5 5 4.1 
8 rooms - 9 pièces 4,285 105 425 620 875 955 645 280 155 120 105 4.8 
Owned - Possédés 4,205 105 415 590 855 950 630 275 160 120 105 4.8 
Rented - Loués 80 - 10 30 20 5 10 - - - - 3.7 
19 rooms and over - 
10 pièces et plus 4,870 145 535 540 1,035 965 720 390 270 175 100 4.9 
Owned - Possédés 4,790 140 520 535 1,010 945 715 385 270 175 100 4.9 
Rented - Loués 85 - 20 - 20 15 10 5 - 5 - 4.3 
Average number of rooms - 
Nombre moyen de pièces 7.3 6.5 6.9 7.0 7.2 7.4 7.7 7.9 8.3 8.7 8.5 
Qwned - Possédès 7.3 6.5 6.9 7.0 7.2 7.4 7.7 7.9 8.3 8.6 8.5 
Rented - Louës 6.6 5.7 6.5 6.4 6.9 6.3 7.3 7.3 8.0 9.0 8.0 


See note (s) at end of table. - Voir nota à le fin du tabieau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tabieau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilton (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 
households 


. Ménages selon le nombre de personnes 
Number of rooms per dwelling 
and tenure household 

Nonbre 

moyen 
personnes 

par 
ménage 


Nombre de pièces par logement Total 
et mode d’occupation . 
ménages 
prives 


Ontario 


Total occupied private 
dwellings - 
Total des logements privés 


occupés 2,969,785 611,305 866,920 513, 405 563,705 | 267,650 | 100,480 | 28,545 | 10,660 | 3,915 | 3,200 2.8 
Owned - Possédés 1,878,950 196, 895 527,970) : 359,915 451,355 | 221,745 | 83,145 | 23,515] 8,600] 3.225 } 2,595 3.2 
Rented - Loués 1,090, 835 414,410 338,950 153,490 112,355 45,900] 17.340 | 5,035 | 2.065 690 605 2.2 
1 room - 1 pièce 29,590 25.410 3.005 735 280 80 60 10 5 5 5 1.2 
Owned - Possédés 1,740 1,010 420 125 90 45 40 5 5 5 5 1.8 
Rented - Loués 27,855 24,405 2.585 610 190 35 25 10 - - - 1.2 

2 rooms - 2 pièces 70,830 53,715 11,695 2,820 1,590 640 215 30 15 5 10 1.4 
Owned - Possédés 3.945 1.940 1,215 345 240 130 50 15 5 5 10 1.9 
Rented - Loués 66,890 51,775 10,475 2.575 1,355 510 565 15 10 - 5 1.3 

3 rooms - 3 pièces 270,990 176,850 72,500 12,735. 5,675 2,085 765 225 110 25 20 1.5 
Owned - Possédés 19, 100 8.425 6,295 1,925 1,380 690 230 65 60 15 10 2.0 
Rented - Loués 251,890 168,425 66, 205 10,810 4,295 1,395 535 155 50 10 5 1.4 

4 rooms - 4 piéces 393,225 131, 100 160, 195 58,570 31,530 8,180 2.430 650 330 110 140 2.1 
Owned - Possédés 102.530 29,175 43.010 14,895 10,725 3.095 1.035 305 135 55 90 2.2 
Rented - Loués 290,700 101,925 117, 180 43,675 20, 805 5,080 1,400 340 190 50 50 2.0 

5 rooms - 5 pièces 528,450 92,350 198,635 102,620 86,525 | 33,865] 10,120} 2,675] 1,015 375 265 2.7 
Owned - Possédés 304,530 48,750 113,535 56,885 54,070 | 21,700 6,650} 1,795 695 265 190 2.7 
Rented - Loués 223,920 43,605 85.100 45.730 32.460! 12,165 3.475 880 315 115 70 2.6 

6 roons - 6 pièces 606,520 65,375 189,295 127,480 138,470 | 58,435} 20,115 { 4,725 | 1,645 580 405 3.0 
Owned - Possédés 485,885 52,700 155,725 99, 330 111,175 46,100! 15.380] 3,500] 1,235 420 310 3.0 
Rented - Loues 120, 635 12,675 33,565 28, 150 27,290 12,335 4,730 1.220 410 155 100 3.1 

7 rooms - 7 piéces 449,035 32,285 113,640 83,610 121,645 { 58,130 | 20,700} 5,940} 1,940 650 500 3.4 
Owned - Possédés 393,500 27,545 101,325 81,565 107,470 | 50,815] 17.390 | 4.920, 1,580 510 370 3.4 
Rented - loués 55,540 4,735 12.315 12,045 14,170 7,310 3.310 | 1.020 360 140 130 3.4 

8 rooms - 8 pièces 320,640 17,805 67,040 62,275 93,455 | 51,085 | 19,580 | 5,840! 2,075 825 660 3.6 
Owned - Possédés 292.000 14,980 60.970 56,705 86,585 | 47,085 | 17.590 | 5,125, 1,725 680 550 3.6 
Rented - loués 28.640 2,820 6,070 5,570 6, 875 4,000 1,985 715 350 145 110 3.5 

3 rooms - 9 pièces 155,565 7,495 27,965 28,735 45,905 | 27,730] 11,810} 3,620, 1,385 495 415 3.8 
Owned - Possédés 143, 880 6,025 25,560 26,540 43,340 | 26,130] 10,930 f 3,300} 1,235 465 355 3.8 
Rented - loués 11,680 1,475 2.405 2.195 2,555 1,605 880 320 160 30 60 3.5 

10 rooms and over - 

10 pièces et plus 144,945 8,920 22,950 23,725 38,640} 27,420 | 14,685 | 4,840} 2,125 850 790 4.0 
Owned - Possédés 131.850 6.355 19.905 21,590 36,275 | 25,955] 13,850 | 4,480 | 1,915 805 715 4.0 
Rented - Loués 13,090 2,565 3,040 2,135 2,365 1,460 835 365 215 45 75 3.2 


Average number of rooms - 
Nombre moyen de piéces 
Owned - Possédés 

Rented - Loués 
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See note(s) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling 
and tenure households housenotd 
Nombre de pièces par logement Tore! Se 
et mode d'occupation nénages 
prives personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwettings - 
Total des logements prives 
occupés 2,482, 865 551,775 724,350 426,265 457,900 | 211,375 | 77,640 | 21,280 | 7,590 | 2,645 | 2,050 2.8 
Owned - Possédés 1.469,930 152.940 407,715 287,310 359,715 | 172,360 | 63,150 | 17,065 | 5,960! 2,135] 1,575 3.2 
Rented - Louës 1,012.940 398.830 316.640 138,950 98,180 | 39,010] 14,490] 4,215] 1,630 515 475 2.1 
1 room - 1 pièce 28.030 24,430 2,680 610 230 50 30 5 - - - 1.2 
Owned - Possédés 725 490 140 25 40 15 10 - - - - 1.6 
Rented - Loués 27,305 23,940 2,540 585 185 30 20 5 - - - 1.2 
2 rooms - 2 piéces 67,005 51,550 10,635 2.650 1,450 530 180 15 10 - - 1.3 
Owned - Possédés 2.025 1,060 560 195 140 60 i - 5 - - 1.8 
Rented - Loués 64,980 50.485 10,080 2,460 1,310 470 160 15 5 - - 1.3 
3 rooms - 3 piéces 258,875 170,850 68,425 11,645 5,110 1,850 695 195 85 20 5 1.5 
Owned - Possédés 12,965 5,885 3,970 1,280 1,030 520 185 45 40 5 . 2.0 
Rented - Loués 245,915 164,965 64,455 10, 360 4,080 1.330 510 150 45 10 5 1.4 
4 rooms - 4 pièces 351,710 120,455 143.265 51,490 26,915 6,750 1,965 495 235 70 85 2.1 
Owned - Possédés 73,675 21,945 30, 600 10,455 7,550 2,140 690 170 70 35 35 2.2 
Rented - Loués 278,030 98,515 112,670 41,035 19,365 4.605 1,270 325 165 35 50 2.0 
5 rooms - 5 piéces 436,790 79,420 165,965 85,955 69,195 | 26,085 7,440 | 1,790 640 195 110 2.6 
Owned - Possédés 229,430 38,410 86,195 43,590 39,880 | 15,365 4,410 | 1,045 355 130 45 2.7 
Rented - Louës 207,360 41,005 79.770 42,360 29,315 | 10.720 3,030 750 285 60 60 2.5 
6 rooms - 6 pièces 494,895 54,105 153,565 106,220 112,925 | 46,585 | 15,995 | 3,640 | 1,260 385 215 3.0 
Owned - Possédés 389,190 43.135 124,280 81,320 88,925 | 35,810 | 11,855 | 2.560 800 255 185 3.0 
Rented - Loues 105,705 10,965 29,285 24,905 24,000 | 10,775 4,145] 1,085 360 125 65 3.1 
7 rooms - 7 pièces 359,380 25,375 80,115 76,430 98,795 | 46,055 | 15,835 | 4,510! 1,430 455 380 3.4 
Owned - Possédés 314,415 21,645 80, 360 66.490 87,300] 40,095 | 13,155 | 3,655 | 1,125 345 260 3.3 
Rented - Loués 44,960 3,730 9,760 9,940 11,495 5,960 2.685 860 305 120 115 3.5 
8 rooms - 8 pièces 253,790 13,270 51,890 50, 150 76,070 | 40,330 | 15,130] 4,400! 1,470 640 450 3.6 
Owned - Possédés 232,690 11,300 47,580 45.970 70,915 | 37.375 | 13,615 | 3,830] 1.235 520 350 3.6 
Rented - Louës 21.100 1,970 4,310 4,175 5,150 2.960 1,515 565 240 125 95 3.6 
8 rooms - 9 pièces 122,225 5,545 21,110 22,950 37,020 | 22,135 9,080 | 2,785 990 330 280 3.8 
Owned - Possédés 314,115 4,490 19,485 21,365 35,305 | 21,005 8,485 | 2.535 885 320 235 3.8 
Rented - Louës 8,110 1.055 1,625 1,585 1.715 1.135 590 250 105 10 35 3.5 
10 rooms and over - 
10 pièces et plus 110, 155 6,785 16,705 18, 165 30,190] 21,010] 11,290 | 3,445] 1,470 §50 §35 3.9 
Owned - Possédés 100, 695 4,585 14,550 16, 620 28,630] 19,990 | 10,730, 3,220] 1,350 530 490 4.0 
Rented - Loués 69,465 2,205 2,155 1,545 1,555 1.020 565 220 125 30 45 3.1 


Average number of rooms - 
Nombre moyen de pièces 
Owned - Possédés 

Rented - Louës 
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See note(s] et end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling [Fo eholds household 
and tenure . 
Nombre de piéces par logement Total Nonbre 
et mode d'occupation oes moyen 
ménages 
privés personnes 
par 
. nénage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 486,920 59,525 142.570 87,140 105,810 | 56,270 22.840 | 7,265 3,070 1,265 1,155 3.2 
Owned - Possédés 409,025 43,950 120,255 72,605 91,635 49,385 19,995 6.450 2,640 1,090 1,025 3.2 
Rented - Loués 77.895 15.580 22,315 14,535 14,175 6,885 2,850 815 435 175 135 2.9 
1 room - 1 piéce 1,565 880 325 120 55 35 30 10 5 5 5 1.7 
Owned - Possédès 1,020 515 275 100 50 30 25 5 5 5 - 2.0 
Rented - Loués 545 460 50 25 5 - - 5 - - - 1.3 
2 rooms - 2 pièces 3,820 2,170 1,060 270 145 115 35 10 5 5 10 1.8 
Owned - Possédès 1.915 875 655 150 105 75 35 15 - 5 10 2.0 
Rented - Loués 1,905 1,295 405 120 40 40 5 - - - 5 1.5 
3 rooms - 3 pièces 12,110 6,005 4,075 1,090 565 230 70 30 25 5 15 1.8 
Owned - Possédés 6,135 2.545 2,320 645 345 170 45 20 25 5 10 2.0 
Rented - Louës 5.975 3.460 1.760 445 215 65 25 10 5 - - 1.6 
4 rooms - 4 piéces 41,520 10,645 16,930 7,085 4,610 1,435 465 155 95 45 55 2.3 
Owned - Possédés 28,850 7,230 12,420 4,440 3.175 960 345 140 70 30 55 2.3 
Rented - loués 12,670 3.415 4,510 2,640 1.440 475 125 15 25 15 5 2.3 
§ rooms - 5 pièces 91,660 12,935 32,665 16,665 17,330 7,785 2,680 885 375 180 160 2.9 
Owned - Possédés 75,100 10,335 27,335 13,295 14,195 6,335 2,240 750 335 130 145 2.9 
Rented - Loués 16,560 2,595 5,335 3,375 3,135 1,445 445 135 35 50 10 2.9 
6 rooms - 6 pièces 111,620 11,270 35,730 21,260 25,540 11,850 4,115 1,085 385 195 185 3.1 
Owned - Possédés 96,695 9,565 31,450 18,010 22.250 | 10.290 3.525 945 335 170 150 3.1 
Rented - Loués 14,925 1,710 4,280 3,245 3,290 1.565 590 140 50 25 35 3.1 
7 rooms - 7 pièces . 89,655 6,910 23,525 17, 180 22,845 12.080 4,865 1,420 510 190 125 3.4 
Owned - Possédés . 79,085 5,905 20,965 15,080 20,170 10.725 4,240 1,265 455 170 110 3.4 
Rented - Louës 10,575 1.005 2.560 2.100 2,680 1,355 630 155 60 25 10 3.4 
8 rooms - 8 pièces 66,845 4,535 15,150 12,130 17,385 | 10,750 4,445 | 1,440 610 180 215 3.6 
Owned - Possédés 59,305 3,680 13,395 10,735 15,665 9.710 3,975 1,290 480 165 200 3.6 
Rented - loués 7,545 850 1,760 1,390 1,720 1,040 470 150 115 25 15 3.4 
8 rooms - 9 pièces 33,340 1,955 6,855 5.790 8,880 5,590 2,735 830 410 165 140 3.7 
Owned - Possédés 29,765 1,530 6,075 5.175 8.035 5,125 2,440 760 350 145 115 3.8 
Rented - loués 3,575 420 780 605 840 465 290 70 55 20 25 3.5 
10 rooms and over - 
10 pièces et plus 34,785 2,130 6,245 5,560 8,450 6,410]. 3,395] 1,400 655 290 255 4.0 
Owned - Possédés 31.155 1,770 5,360 4,970 7,645 5.970 3,120 | 1.260 570 275 225 4.0 
Rented - Loués 3.630 360 885 590 810 440 275 145 85 15 25 3.6 


Average number of rooms - 


Nombre moyen de piéces 6.5 5.4 6.1 6.6 6.9 7.2 7.5 7.7 7.8 7.8 7.7 
Owned - Possédés 6.7 5.7 6.2 6.7 7.0 7.3 7.6 7.7 7.8 7.9 7.7 
Rented - Loués 5.8 4.6 5.6 5.9 6.4 6.6 7.0 7.4 7.8 6.8 7.4 


See note(s) ot end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total : | 
private Ménages selon le nombre de personnes 


i per 
Number of rooms per dwelling households household 
and tenure . . 
Nombre de piéces par logement Tota! Nombre 
et mode d'occupation ,9es 7 moyen 
ménages de 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 451,915 55,575 125,360 73,200 88,395 44,020 16,590 | 5,130} 2,060 840 755 3.1 
Owned - Possédés 338,435 40,315 104,010 59,495 75,365 37,765 14.060 | 4,405 1,690 695 645 3.1 
Rented - loués 73.485 15,255 21,355 13.705 13,035 6,250 2.535 725 370 145 110 2.8 
1 room - 1 piéce 1,500 960 295 120 55 25 25 5 5 5 5 1.7 
Owned - Possédés 955 500 250 95 50 25 20 5 5 5 5 2.0 
Rented - Loués 545 465 50 25 5 - 5 - - - 5 1.3 
2 rooms - 2 pièces 3,680 2,120 1,010 260 130 100 35 10 5 5 10 1.7 
Owned - Possédés 1,815 845 620 145 100 65 30 5 5 5 5 2.0 
Rented - Loués 1,865 1,275 395 120 35 35 5 - 5 - 5 1.5 
3 rooms - 3 pièces 11,810 5,890 3,975 1,055 545 215 60 25 25 5 10 1.8 
Owned - Possédés 5.865 2,445 2,230 610 335 155 35 20 20 10 10 2.0 
Rented - loués 5.945 3,445. 1,745 445 210 60 25 5 5 - - 1.6 
4 rooms - 4 piéces 39,965 10, 400 16,300 6,770 4,395 1,320 455 145 85 45 50 2.3 
Owned - Possédés 27.430 7.000 11,850 4,155 2.980 840 335 130 55 25 50 2.3 
Rented - Loués 12,535 3.400 4,455 2,615 1,410 480 120 20 25 15 5 2.3 
5 rooms - 5 pièces 84,860 12,435 30,420 15,340 15,840 7,005 2,365 800 355 165 140 2.9 
Owned - Possédés 68,695 8,870 25,210 12,040 12,785 5.605 1,945 680 325 120 130 2.9 
Rented - Loués 16.160 2,560 5,215 3,300 3,050 1,400 420 125 30 50 5 2.9 
6 rooms - & pièces 97,505 10,430 31,785 18,455 22,210 9,795 3,340 865 300 160 175 3.1 
Owned - Possédés 83,340 8,790 27.660 15,375 19, 140 8,345 2,780 725 250 135 140 2.1 
Rented - Loués 14,165 1,645 4,120 3,080 3.075 1,445 560 140 50 25 35 3.1 
7 rooms - 7 pièces 73,110 6,150 19,860 13,965 18,765 8,285 3,450 | 1,070 360 125 75 3.3 
Owned - Possèdés 63,450 5.205 17,455 12,015 16.380 8.085 2.890 825 315 110 60 3.3 
Rented - Louës 9,655 945 2,405 1,945 2.380 1,210 560 145 45 15 15 3.3 
8 rooms - 8 pièces 51,575 3,910 11,975 9,295 13,875 7,995 3,055 920 315 125 110 3.5 
Owned - Possédés 44,965 3,105 10,460 8,075 12,365 7,100 2.635 785 220 110 100 3.5 
Rented - Loués 6.610 805 1,515 1,215 1,510 890 420 135 95 15 10 3.4 
8 rooms - 9 pièces 24,390 1,590 5,300 4,210 6,615 4,000 1,785 535 205 65 80 3.6 
Owned - Possédés 21,285 1,195 4,590 3,715 5,910 3,590 1,535 4701 170 55 60 3.7 
Rented - Loués 3,100 395 705 * 495 705 415 245 65 35 10 25 3.5 
10 rooms and over - 
10 piéces et plus 23,530 1,690 4,440 3,730 5,970 4,275 2,035 760 395 145 85 3.8 
Owned - Possédés 20,635 1,370 3.690 3.265 5,315 3,955 1,850 665 315 130 75 3.9 
Rented - Loués 2.895 325 755 460 655 315 180 90 85 20 20 3.5 
Average number of rooms - 
Nombre moyen de pièces 6.3 5.3 6.0 6.4 6.8 7.1 7.3 7.4 7.4 7.2 6.9 
Owned - Possédés 6.5 5.6 6.1 6.5 6.9 7.2 7.3 7.4 7.4 7.4 6.8 
Rented - Louës 5.7 4.6 5.5 5.8 6.3 6.5 6.9 7.1 7.7 6.5 7.1 


See note(s] at end of table. - Voir note à te fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur tes données-échantillon (20%) 


Average 
number of 
pers 


Households by number of persons 


pricate Ménages selon le nombre de personnes 


Number of rooms per dwelling households househol 
and tenure . 
Nombre de pieces par logement Tore! er 
et mode d'occupation nénages 
privés personnes 
par 
ménage 


Farn - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 75,005 3,955 17,210 13,940 17,415!) 12,255 6,250 | 2,130] 1,015 425 400 3.7 
Owned - Possédés 70.590 3.640 16.245 13.110 16,275 | 11.620 5.930 | 2.045 950 395 380 3.7 
Rented - Loués 4,415 320 965 830 4,140 635 320 90 60 30 25 3.6 
1 room - 1 piéce 65 20 30 - - 5 Ss]. - - - - 2.2 
Owned - Possédés 60 20 30 - - - 5 - - - ba 2.2 
Rented - Loués - - - - - - - - - - - -- 
2 rooms - 2 piéces 140 50 45 10 10 15 5 5 - - - 2.5 
Owned - Possédés 100 30 35 10 5 10 5 5 - - - 2.6 
Rented - Loués 35 20 10 - 5 5 - - - - - 2.3 
3 rooms - 3 pièces 300 115 105 30 15 15 5 5 - - - 2.2 
Owned - Possédés 265 95 95 30 § 15 10 5 - - - 2.2 
Rented - Loués 30 15 10 - 5 - - Lc - - - 1.8 
4 rooms - 4 pièces 1,555 245 625 315 220 115 10 10 10 - 5 2.7 
Owned - Possédés 1.420 230 565 285 190 115 10 10 10 - 5 2.7 
Rented - Loués 130 10 60 25 30 - 5 - - - - 2.7 
5 rooms - 5 pièces 6,800 500 2,250 1,325 1,490 780 325 85 20 15 15 3.2 
Owned - Possédés 6.405 465 2.130 1,255 1,410 735 295 70 15 15 10 3.2 
Rented - Loués 400 35 120 70 80 50 30 10 5 - - 3.3 
6 rooms - 6 pièces 14,120 845 3.950 2,805 3,335 2,055 775 220 85 35 10 3.4 
Owned - Possédés 13.355 775 3,795 2,635 3,115 1,940 750 220 85 30 10 3.4 
Rented - Loués 765 65 160 165 215 120 25 - - 5 5 3.4 
7 rooms - 7 pièces 16,550 760 3,670 3,220 4,085 2,785 1,415 355 145 70 45 3.7 
Owned - Possédés 15.635 695 3,510 3,060 3,790 2,640 1.350 345 135 60 45 3.7 
Rented - loués 920 65 160 160 295 140 70 10 10 10 - 3.7 
8 rooms - 8 pièces 15,275 625 3,175 2,830 3,510 2,755 1,390 520 295 60 105 3,8 
Owned - Possédés 14,340 570 2.930 2.660 3,300 2,610 1,340 505 275 50 100 3.9 
Rented - Loues 935 50 245 175 210 150 50 10 25 10 5 3.6 
8 rooms - § pièces 8,950 |: 360 1,555 1,575 2,260 1,595 950 300 200 105 55 4.0 
Owned - Possédés 8,475 335 1,485 1.465 2.125 1,535 g10 295 180 95 55 4.0 
Rented - loués 470 . 20 75 410 140 50 45 5 15 10 - 3.9 
10 rooms and over - 
10 piéces et plus 11,260 440 1,805 1,830 2,480 2,135 1,365 645 255 145 165 4,3 
Owned - Possédés 10,525 405 1,670 1.705 2,325 2,015 1.270 590 250 140 150 4.3 
Rented - Loués 730 40 135 130 155 120 95 50 5 - 15 4.1 


Average number of rooms - 


Nombre moyen de pièces 7.6 6.9 7.1 7.5 7.6 7.8 8.1 8.5 8.5 8.8 9.2 
Owned - Possédés 7.6 6.9 7.1 7.4 7.6 7.8 8.1 8.4 8.6 8.9 9.2 
Rented - loués 7.6 6.8 7.2 7.6 7.5 7.8 8.4 9.2 8.1 7.8 9.0 


See note(s) at end of table. - Voir note à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons nunber of 

Total : persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling households household 
and tenure e 
Nombre de piéces par logement Total Nombre 
et mode d'occupation des 7 moyen 
ménages de 
privés personnes 
par 
ménage 


Manitoba 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 357,985 83,345 107,345 58,340 59,685 | 28,970 11,795 3,795 1,790 865 1,055 2.8 
Owned - Possèdés 235.590 30.330 72,305 42.970 49,545 | 24,985 8,595 | 2.960 | 1,405 660 830 3.1 
Rented - Loueés 122.395 53.020 35,040 15.370 10,135 4,980 2,195 835 385 200 225 2.1 
1 room - 1 pièce 6,450 5,930 285 110 70 20 15 15 10 - - 1.2 
Owned - Possédés 580 360 95 50 25 15 10 5 5 . 5 1.9 
Rented - Loués 5,870 5,570 185 60 45 5 10 5 - - - 1.1 
2 roons - 2 pièces 10,205 8,125 1,430 370 155 90 15 15 - s - 1.3 
Owned - Possédés 1,025 615 205 85 45 45 10 10 - - - 1.8 
Rented - Loués 9,180 7,505 1.220 285 110 40 5 5 > - - 1.3 
D 3 rooms - 3 pièces 36,355 24,085 9,370 1,635 685 325 140 50 25 10 35 1.5 
Owned - Possédés 4,430 2,095 1,335 415 285 150 65 35 10 15 25 2.0 
Rented - Loués 31,930 21.990 8,040 1,225 395 170 70 10 15 - 5 1.4 
4 rooms - 4 piéces 60,010 19,600 25,050 8,600 4,400 1,385 555 215 85 50 80 2.1 
Owned - Possédés 28.790 8,490 12.520 3.895 2,435 785 345 135 65 45 65 2.2 
Rented - Loués 31.215 11,115 12,530 4.700 1,960 590 210 75 15 5 15 2.0 
5 rooms - 5 pièces 81,410 | 12,735 29,390 15,340 14,145 6,170 2,045 775 325 220 260 2.8 
Owned - Possédés 58,975 8.735 21,360 10,830 10,810 4,600 1,490 525 245 165 210 2.9 
Rented - Loués 22,435 4,000 8,030 4,510 3,335 1,570 555 250 80 60 50 2.7 
6 rooms - 6 pièces 68,690 6,635 21,260 14,170 15,445 6,915 2,595 755 380 230 310 3.2 
Owned - Possédés 57,145 5,320 18.330 11,480 13,065 5.640 2.000 565 310 175 250 3.1 
Rented - Loués 11,545 1.310 2.930 2,690 2,380 1,275 595 190 65 50 60 3.3 
7 rooms - 7 piéces 43,365 3, 165 10,855 8.680 10,805 6,210 2,325 740 305 125 155 3.5 
Owned - Possédés 38.150 2,580 9,765 7.665 9,760 5.440 1,920 615 215 80 120 3.4 
Rented - Louës 5,215 580 1.090 1,015 1,045 775 405 120 95 50 35 3.6 
8 rooms - 8 pièces 27,225 1,495 5,540 5,380) — 7,495 4,465 1,855 550 290 70 80 3.7 
Owned - Possédés 24,720 1,160 5.005 4.9157 : 7,010 4,195 1,640 460 225 50 60 3.7 
Rented - Loués 2.510 330 535 465 485 275 220 85 65 20 25 3.6 
8 rooms - 9 pièces 12,955 585 2,365 2,250 3,775 2,240 1,190 280 145 45 85 3.9 
Owned - Possédés 11.905 420 2,130 2.065 3,570 2,100 1,140 255 130 40 55 3.9 
Rented - Loués 1,055 165 230 190 205 140 45 25 15 10 25 3.5 
10 rooms and over - 
10 piéces et plus 11,315 995 1,795 1,805 2,705 2, 160 1,055 405 225 105 55 3.9 
Owned - Possédés 9.870 545 1,550 1.575 2,540 2,015 980 340 190 90 50 4.0 
Rented - Loués 1,445 450 245 230 170 145 75 65 40 15 5 3.1 
Average number of rooms - 
Nombre moyen de pièces 5.5 3.9 5.3 5.9 6.4 6.7 6.9 6.8 7.1 6.7 6.3 wee 
Owned - .Possédés 6.1 5.1 5.8 6.2 6.6 6.9 7.1 7.0 7,1 6.8 6.3 
Rented - Louës 4.2 3.3 4.3 5.0 5.4 5.8 6.1 6.2 6.9 6.4 6.3 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Total A persons 
private Ménages selon le nonbre de personnes per 


Number of rooms per dwelling 
and tenure households household 
Nombre de pièces par logement Total Nombre 
‘ j es moyen 
et mode d'occupation A 7 
ménages de 
privés personnes 
: par 
ménage 


Urban - Régions urbaines 


Households by number of persons 


Tota! occupied private 


dwellings - 
Total des logements privés 
occupés 270,000 69,395 82,645 44,380 42,950 | 20,190 7,095 | 2,065 750 320 210 2.6 
Owned - Possédés 161,345 20,400 50,805 30.970 34,855 | 16.410 5,545 1,520 505 205 120 3.0 
Rented - Loués 108.660 48.990 31,840 13.415 8,100 3,780 1,555 540 250 115 go 2.0 
1 room - i pièce 5,575 5,340 160 35 25 - 10 5 - - - 1.1 
Qwned - Possédés 85 80 10 - - - . - - - - 1.1 
Rented - Loueés 5.485 5,265 150 40 25 - 10 5 - - - wl 
2 rooms - 2 pièces 8,490 6,915 1,175 265 85 40 5 15 - - - 1.3 
Owned - Possédés 205 115 60 15 5 5 - 5 - - - 1.8 
Rented - Loués 8.285 6,795 1,120 250 75 35 5 5 - - - 1.2 
3 rooms - 3 pièces 32,300 22,010 8,345 1,245 450 180 60 15 5 - - 1.4 
Gwned - Possédés 1.870 970 610 125 95 50 15 5 - - - 1.8 
Rented - Loues 30,435 21,040 7,730 3.115 350 130 50 5 5 - - 1.4 
4 rooms - 4 piéces 47,330 15,745 20,265 6,925 3,125 870 290 75 25 15 5 2.0 
Owned - Possédés 18.455 5.430 8.455 2.560 1,410 385 130 45 30 35 5 2.1 
Rented - Loués 28,880 10,315 11,810 4,365 1.715 480 165 35 - - : 2.0 
5 rooms - 5 pieces 58, 085 9,770 21,850 11,480 9,650 3,805 1,075 290 85 50 15 2.7 
Owned - Possédés 38.955 6,345 14,680 7,510 6,915 2,565 705 155 45 30 10 2.7 
Rented - Loues 19,125 3.430 7,175 3,980 2.735 1,240 375 135 45 15 5 2.6 
6 rooms - 6 pièces 48,995 4,870 15,630 10,660 11,095 4,600 1,490 405 115 85 35 3.0 
Owned - Possédés 40,065 3.890 13.285 8.445 9,275 3,675 1,075 285 . 85 50 10 3.0 
Rented - Loués 8,935 980 2,350 2,215 1,820 920 420 125 40 40 30 3.2 
7 rooms - 7 pièces. 31,570 2,375 8,070 6,670 7,985 4,370 1,425 430 160 50 45 3.4 
Owned - Possédés 27.735 1,955 7.290 5,880 7,210 3.780 1,135 345 90 20 30 3.3 
Rented - Loueés 3,835 420 775 795 770 580 295 85 70 25 20 3.6 
8 rooms - 8 pièces 20,120 1,095 4,125 4,040 5,760 3,215 1,255 360 170 50 45 3.6 
Owned - Possédés 18,330 860 3.745 3,710 5.430 3,025 1,085 290 120 40 25 3.6 
Rented - Loués 1,790 235 380 330 335 190 175 70 50 15 20 3.6 
8 rooms - 9 pièces 9,380 455 1,695 1,625 2.820 1,605 850 205 65 25 30 3.8 
Qwnec - Possédés 8,610 310 1,540 1,465 2,690 1,505 830 180 50 20 15 3.8 
Rented - Loués 770 145 160 160 130 95 25 25 10 5 15 3.4 
10 rooms and over - 
10 pièces et plus 8.145 815 1,335 1,420 1,970 1,520 625 270 125 40 30 3.7 
Owned - Possédés 7,030 450 1,135 1,260 1,830 1,420 575 215 85 30 25 3.9 
Rented - loués 1,120 370 200 155 145 100 50 60 40 5 5 3.0 


Average number of rooms - 


Nombre moyen de pièces 5.4 3.8 5.2 5.9 6.5 6.8 7.1 7.2 7.6 7.1 7.6 
Owned - Possedés 6.3 5.3 5.8 6.3 6.7 7.1 7.4 7.5 7.7 7.3 7.8 
Rented - Loués 4.0 3.2 4.2 4.9 5.4 5.7 6.1 6.5 7.6 6.8 7.3 


See notets) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Ménages selon te nombre de personnes er 


Number of rooms per dwelling households household 
and tenure . e 
Nombre de pièces par logement Total Nombre 
et mode d'occupation ,des 3 7 . moyen 
ménages de 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Households by number of persons 


Total 
private 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 87,985 13,955 24,700 13,965 16,730 8,780 4,695 1,735 | 1,040 545 845 3.2 
Owned - Possédés 74,245 9,925 21,495 12,000 14,690 8.570 4.055 1,440 905 455 710 3.3 
Rented - Loués 13,735 4,030 .3,205 1,960 2.040 1,205 640 295 135 90 435 2.9 
1 room - 1 piece 875 585 125 70 45 20 10 10 10 - 5 1.7 
Owned - Possédés 490 290 85 50 25 15 10 10 10 - - 2.0 
Rented - Loués 385 300 40 20 20 5 - - - - - 1.4 
2 rooms - 2 pièces 1,715 1,215 250 110 75 50 15 5 - - - 1.6 
Owned - Possédés 820 500 145 70 40 45 10 - - 5 - 1.8 
Rented - Loués 895 710 100 35 35 5 - - - 5 - 1.4 
3 rooms - 3 pieces 4,055 2,075 1,030 395 235 145 75 35 20 |. 15 - 30 2.0 
D Owned - Possédés 2,555 1, 130 720 285 195 105 50 25 10 15 25 2.2 
Rented - Loués 1,495 945 315 110 45 40 20 10 10 - 5 1.7 
4 rooms - 4 pièces 12,680 3,860 4,785 1,675 | 4,280 515 265 135 60 30 70 2.4 
Qwned - Possédes 10, 340 3.065 4,065 1,335 1,025 400 215 95 45 30 60 2.4 
Rented - Louës 2,340 795 720 335 250 115 50 40 15 - 15 2.4 
5 rooms - 5 pièces 23,325 2,965 7,540 3,855 4,495 2,360 970 485 240 175 240 3.2 
Owned - Possédés 20,020 2.390 6,685 3,325 3,900 2.040 785 365 200 130 200 3.2 
Rented - Louës 3.310 575 855 525 605 320 185 115 35 45 50 3.3 
6 rooms - 6 pièces 19,695 1,765 5,630 3,510 4,350 2,310 1, 100 345 260 140 275 3.5 
Owned - Possédés 17,080 1,430 5.050 3,035 3.790 1,965 925 285 230 130 240 3.5 
Rented - Loués 2.615 330 580 470 560 350 175 60 30 10 30 3.5 
7 rooms - 7 pièces 11,785 790 2,785 2,005 2,820 1, 850 300 305 150 80 110 3.7 
Owned - Possédés 10,410 625 2.470 1,785 2,550 1,655 785 270 125 55 90 3.7 
Rented - loués 1,385 160 315 220 270 195 115 40 25 20 20 3.7 
8 rooms - 8 pièces 7,110 400 1,420 1,340 1,735 1,250 605 190 125 20 30 3.8 
Owned - Possédés 6,390 300 1,265 1,205 1,580 1,165 550 170 110 15 30 3.8 
Rented - loués 720 100 155 135 155 85 50 15 15 5 - 3.4 
8 rooms - 9 pièces 3,575 125 665 625 955 635 335 75 85 15 50 4.0 
Owned - Possédès 3,290 105 590 595 880 595 310 75 80 55 40 4.0 
Rented - Loués 285 20 75 30 75 45 25 - 5 - 10 3.8 
10 rooms and over - 
10 pièces et plus 3, 165 180 460 380 735 640 430 145 105 65 25 4.3 
Owned - Possédés 2,845 100 415 310 710 595 405 130 100 60 25 4.4 
Rented - Loués 320 80 50 75 25 50 25 15 - 5 - 3.2 


Average number of rooms - 
Nonbre moyen de pièces 5.8 4.4 5.5 
Owned - Possédes 5.9 4.7 5.6 
D 5.1 3.9 5.1 


anu 
now 
ann 
OW 


Rented - loués 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
and tenure 7 
Nombre de piéces par logement Tote! Nonbre 
et mode d'occupation . es moyen 
ménages 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 63.200 12,150 18,925 9.145 10,885 6,075 2,895 | 1,215 715 435 750 3.1 
Owned - Possédés 50,710 8.290 16.030 7,410 9, 100 5,050 2.355 925 580 350 620 3.2 
Rented - Loués 12,480 3,860 2,895 1,740 1,785 1,025 540 285 130 90 135 2.9 
1 room - | pièce 760 515 105 65 40 15 10 5 - - 5 1.7 
Owned - Possédés 375 215 65 45 20 10 5 5 5 - - 2.0 
Rented - Loués 380 305 40 15 20 5 - - - - - 1.4 
2 rooms - 2 pièces 5,525 1,075 225 90 70 45 10 5 - 5 - 1.6 
Owned - Possédes 635 370 130 55 40 40 5 5 bd 5 - 1.9 
Rented - loués 890 710 100 35 35 5 - - - - - 1.4 
3 rooms - 3 pièces 3,650 1,915 930 320 195 130 70 30 20 15 30 2.0 
Owned - Possédés 2.170 975 620 215 150 95 45 20 10 15 25 2.2 
Rented - Loués 1,485 940 310 105 45 35 25 10 10 - 5 1.7 
4 rooms - 4 pieces 10,660 3,505 4,030 1,245 1,000 400 200 120 55 35 70 2.3 
Owned - Possédés 8,405 2,720 3.350 925 755 290 155 75 35 30 60 2.3 
Rented - Loués 2,255 790 680 315 245 110 40 45 20 - 15 2.4 
5 rooms - 5 pièces 17,645 2.585 5,890 2,635 3,150 1,665 730 380 215 165 235 3.2 
Owned - Possédés 14,575 2,055 5,090 2.140 2,600 1,365 560 260 180 125 185 3.1 
Rented - Loués 3.075 530 795 430 550 300 175 110 40 45 45 3.4 
6 roons - 6 pièces 13,885 1,425 4,180 2,310 2,930 1,510 680 290 195 110 260 3.4 
Owned - Possédés 11,605 1,135 3,685 1,915 2,430 1,195 530 230 160 100 225 3.4 
Rented - Loués 2,280 230 495 400 500 310 150 60 30 10 35 3.6 
7 rooms - 7 pièces 7,310 615 1,870 1,210 1,680 980 520 160 120 70 90 3.6 
Owned - Possédés 6,205 475 1,620 1.025 1,465 840 435 125 95 50 65 3.6 
Rented - loués 1,105 135 240 180 215 145 go 30 25 20 20 3.7 
8 rooms - B pièces 4,120 305 980 695 970 675 295 100 50 15 25 3.6 
Owned ~ Possédés 3,570 230 850 605 855 610 265 85 35 10 25 3.7 
Rented - Louës 545 75 130 95 110 65 30 20 10 5 - 3.4 
8 rooms - 8 pièces 1,955 80 445 350 485 310 180 45 25 5 25 3.8 
Owned - Possédés 1,730 60 375 325 430 275 175 40 15 5 20 3.8 
Rented - Loués 230 15 70 25 55 35 10 - 5 - 10 3.6 
10 rooms and over - | 
10 pièces et plus ' 1,675 125 270 225 370 345 195 90 35 25 5 4.1 
Owned - Possédés 1,435 55 240 160 350 320 170 80 30 15 5 4.2 
Rented - Loués 245 70 30 65 15 25 25 10 - 10 - 3.2 
Average number of rooms - 
Nombre moyen de piéces 5.5 4.4 5.4 5.8 6.0 6.3 6.4 6.1 6.1 5.8 5.7 
Owned - Possédés 5.7 4.6 5.4 5.9 6.1 6.4 6.5 6.3 6.2 5.9 5.7 
Rented - Loués 4.9 3.8 5.0 5.5 5.6 5.8 5.9 5.6 5.7 6.0 5.7 


See note(s) at end of table. - Voir note à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
pees 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
Nombre de piéces par logement Total Nombre 
et mode d'occupation ,des noyen 
ménages 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 24.780 1,805 5,770 4,815 5,845 3,705 1,800 520 325 100 95 3.6 
Owned - Possédés 23,535 1,635 5,465 4,590 5,590 3,525 1,695 510 325 100 95 3.6 
Rented - Loués 1,250 175 305 220 255 185 100 10 - - - 3.3 
1 room - 1 piéce 115 75 20 5 5 5 - 5 5 - - 2.0 
Owned - Possédés 110 70 15 5 5 5 - - 5 - - 2.0 
Rented - Loués . - - - - - - - - - - = 
2 rooms - 2 pièces 185 140 25 15 - 5 5 - - - - 1.6 
Owned - Possédés 185 130 20 15 - 5 5 - - - - 1.6 
Rented - Loués - - - - - vos - - - - - 1.3 
3 rooms - 3 pièces 400 160 100 75 40 15 5 5 - - - 2.2 
Owned - Possédés 390 150 100 70 45 10 5 5 - - - 2.2 
Rented - loués 10 5 - - - 5 - - - - - 2.6 
4 rooms - 4 piéces 2,015 355 755 435 280 115 65 15 5 - - 2.7 
Owned - Possédés 1.830 345 715 410 265 110 55 20 5 - - 2.7 
Rented - Loués 80 5 40 20 10 5 5 - - . aan 2.8 
5 rooms - 5 pièces 5,675 380 1,655 1,220 1,350 695 235 110 20 10 10 3.3 
Owned - Possédés 5,445 335 1,590 1.185 1,295 675 225 105 25 |: 10 5 3.3 
Rented - Loués 230 40 60 40 55 20 15 5 - - - 3.0 
6 rooms - 6 pièces 5,805 340 1,455 1,195 1,420 810 420 60 70 25 10 3.5 
Owned - Possédés 5.470 295 1,365 1,125 1,360 770 395 55 70 30 10 3.5 
Rented - Loués 335 45 90 75 60 40 25 - - - - 3.1 
7 rooms - 7 pièces 4,485 170 925 795 1,145 865 380 150 25 5 25 3.8 
Owned - Possédés 4,210 145 850 755 1,090 815 350 145 30 5 20 3.8 
Rented - Loués 275 25 70 35 60 50 25 5 - - - 3.5 
8 rooms - 8 piéces 2,995 95 440 645 760 575 310 90 70 5 5 4.0 
Owned - Possédés 2,820 70 ais 605 725 550 280 90 70 51: 10 4.0 
Rented - Louës 175 25 20 40 40 25 15 - - - - 3.4 
9 rooms - 9 pièces 1,620 45 225 270 470 325 155 35 60 10 25 4.2 
Owned - Possedés 1,565 45 220 270 450 315 135 35 60 10 25 4.2 
Rented - Loués 55 - - - 20 15 15 - - - - 4.4 
10 rooms and over - 
10 pièces et plus 1,490 55 195 160 365 300 235 50 70 40 20 4.6 
Owned - Possédés 1,410 40 170 350 360 270 235 55 65 40 20 4.6 
Rented - Loués 75 10 20 10 10 20 - - - - - 3.2 
Average number of rooms - 
Nombre moyen de pièces 6.4 5.1 6.0 6.3 6.6 6.8 7.2 6.9 7.9 8.9 8.4 
Owned - Possédés 6.4 4.9 5.9 6.3 6.6 6.9 7.2 6.9 7.9 8.9 8.4 
Rented - Loués 6.5 6.3 6.3 6.4 6.6 7.0 6.8 6.5 6.7 = = 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Households by number of persons never age 

private Ménages selon le nombre de personnes reper 

Number of rooms per dwelling 

and tenure households household 

Nombre de pièces par logement Tora! Sen 

et mode d’occupation néneges 
privés personnes 
par 
ménage 


Saskatchewan 


Total occupied private 


dwellings - 
Tota! des logements privés 
occupés 332,710 74,525 99,755 51,810 56,700} 31,120] 11,730] 3,725] 1,710 630] 1,010 2.8 
Owned - Possédés 242.510 36,325 74,640 40,685 47,845] 26.975 | 10,100 | 3.120 | 1.470 530 825 3.1 
Rented - Loués g0,200 38,200 25.110 11,130 8,855 4,145 1,635 600 245 95 190 2.2 
1 room - 1 pièce 2,360 2.065 150 50 55 20 5 5 5 - - 1.3 
Owned - Possédés 410 230 70 35 45 15 5 5 - - - 2.0 
Rented - Louës 1,945 1,835 80 15 10 - 5 - - - - 1.1 
2 roons - 2 pièces 7.245 5,820 935 250 120 65 30 15 5 - 5 1.3 
Owned - Possédés 1,395 940 205 129 70 35 16 5 - 5 5 1.7 
Rented - Louës 5,850 4,880 730 135 50 35 20 5 5 - - 1.2 
3 roons - 3 pièces 24,805 17,610 5,330 820 475 245 145 60 45 40 40 1.5 
Owned - Possédés 5.310 2.840 1.415 370 270 165 105 55 25 30 30 2.0 
Rented - Loués 19,500 14,770 3,920 450 205 80 35 10 10 10 10 1.3 
4 roons - 4 pièces . 51,365 19,655 20,600 5,865 3,095 1,180 470 200 140 55 100 2.0 
Owned - Possédés 28,785 10,170 11,995 3.100 1.910 885 355 135 110 50 80 2.1 
Rented - Louës » 22,585 9,490 8,605 2,770 1,185 305 110 65 35 5 20 1.9 
5 rooms - 5 pièces 74,385 13,380 27,005 12,865 12,120 5,675 1,815 715 360 135 300 2.8 
Owned - Possédés 55.365 9,375 20,625 9.400 8.015 4,365 1,395 525 310 415 250 2.8 
Rented - Loués 19,015 4,005 6,385 3,465 3, 105 1,315 425 190 55 25 50 2.7 
6 rooms - 6 pièces 64,755 7.740 20,525 12,390 13,610 6,800 2.405 660 260 130 240 3.1 
Owned - Possédes 53,730 6.155 17.485 10,105 11,340 5,670 1.985 505 205 100 180 3.1 
Rented - Loués 11,025 1.580 3,040 2.280 2,270 1.130 420 155 60 30 60 3.1 
7 rooms - 7 pièces 44,570 4,005 11,905 8,805 10,660 5,920 2,165 565 340 95 105 3.3 
Owned - Possédes 39,565 3,365 10, 780 7,680 9.640 5.255 1.860 495 315 75 90 3.3 
Rented - Louës 5,005 640 1,125 1,125 1,020 660 305 70 30 15 15 3.3 
8 rooms - 8 pièces 31,110 2,130 7,200 5.725 7,945 5,060 2.075 615 235 55 70 3.6 
Owned - Possédés 28,480 1,770 6,545 5,220 7,435 4,765 1,890 555 195 50 65 3.6 
Rented - Loués 2,630 360 650 500 510 300 190 60 40 5 10 3.3 
9 rooms - 9 piéces 15,770 940 3,300 2,765 4, 160 2,915 1,110 405 95 40 50 3.7 
Owned - Possedés 14,530 700 3,015 2,530 3.955 2,730 1,050 385 95 40 40 3.7 
Rented - Loués 1,245 235 290 230 200 190 60 15 5 5 10 3.2 
10 rooms and over - 
10 pièces et plus 16,345 1,185 2.800 2,270 4,470 3,230 1,510 490 220 80 85 3.9 
Owned - Possédés 14,940 775 2,505 2,120 4,170 3,095 1,445 455 215 75 85 4.0 
Rented - Loués 1,405 410 295 155 300 140 60 35 5 - 10 2.9 
Average number of rooms - 
Nombre moyen de piéces 5.8 4.4 5.6 6.2 6.7 7.0 7.2 7.1 6.8 6.5 6.3 . 
Owned - Possédes 6.3 5.2 5.9 6.4 6.9 7.2 7.3 7.3 6.9 6.7 6.4 
Rented - loués 4.5 3.6 4.7 5.3 5.7 6.0 6.2 6.1 5.9 5.7 6.0 


See note (s) at end of table. - Voir note à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de piéces par logement Tota! Nonbre 
: es moyen 
et mode d’occupation 
ménages 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 205,435 51,825 63,425 31,765 33,795 16,435 5,605! 1,435 640 240 265 2.7 
Owned - Possédés 133.810 19,240 42,665 23,260 28.305 13,820 4,565 | 1,120 505 170 170 3.0 
Rented - Loués 71,625 32,585 20,760 8,505 5,490 2,620 1,040 320 135 70 100 2.0 
+ room - 1 pièce 1,850 1,760 65 10 10 5 - 5 - - - 1.1 
Owned - Possédés 55 30 10 - 5 5 - - - - - 1.9 
Rented - Loués 1,795 1,730 55 5 5 - - - - - - 1.0 
2 rooms - 2 pièces 5,480 4,570 705 105 40 30 15 10 - - - 1.2 
Owned - Possédés 330 |. 225 50 25 10 5 5 - - - - 1.7 
Rented - Loués 5, 150 4,345 655 80 30 15 15 5 - - - 1.2 
3 rooms - 3 pièces 18,830 13,995 4,005 455 205 75 25 25 20 15 15 1.3 
Owned - Possédés 1,860 1,025 565 130 70 30 5 20 10 5 5 1.8 
Rented - Loués 16,970 12,975 3,445 325 135 45 20 5 5 5 - 1.3 
4 rooms - 4 pièces 33,445 13,190 14,250 3,800 1,515 405 160 70 25 10 25 1.8 
Owned - Possédés 14,095 4,990 6,585 1,430 715 220 85 30 10 15 20 2.0 
Rented - Loués 19,350 8,205 7,665 2,370 735 185 70 35 15 - 5 1.8 
5 rooms - 5 piéces 43, 185 8,325 16,370 7,960 6,645 2.740 745 200 120 35 40 2.6 
Owned - Possédés 29.030 5,170 11,245 5,250 4,735 1,900 500 100 90 20 20 2.6 
Rented - Loues 14, 155 3, 150 5, 130 2,710 1,905 840 240 100 30 20 20 2.6 
6 rooms - 6 pieces 36,665 4,600 12,350 7,070 7,855 3,355 980 245 80 45 65 3.0 
Owned - Possédés 29.160 3,595 10,065 5,460 6.385 2,655 725 #70 55 20 25 2.9 
Rented - Loués 7,515 1,005 2,290 1,610 1,475 700 260 75 35 20 35 3.0 
7 rooms - 7 pièces 26,550 2,545 7,225 5,470 6,505 3,275 1,090 215 145 30 40 3.2 
Owned - Possédés 23,290 2,120 6,485 4,660 5,950 2,850 875 175 125 20 30 3.2 
Rented - Loués 3.260 430 740 805 555 425 215 40 20 10 10 3.3 
8 rooms - 8 pièces 19, 760 1,390 4,630 3,755 5,355 3,010 1,185 265 130 35 20 3.5 
Owned - Possédés 18,070 1,145 4,195 3,430 5,050 2.840 1,035 230 100 25 15 3.5 
Rented - Loués 1,685 245 435 325 305 170 145 30 30 5 5 3.3 
8 rooms - 9 pièces 10,060 635 2,115 1,775 2,895 1,830 565 175 30 20 20 3.6 
Owned - Possédés 9,240 450 1,945 1,620 2,780 1.680 535 175 20 10 15 3.6 
Rented - Loués 820 185 165 155 120 150 25 - 5 5 5 3.1 
10 rooms and over - 
10 piéces et plus 8,615 810 1,705 1,360 2,765 1,710 840 240 90 50 45 3.8 
Owned - Possédés 8.685 495 1,525 1,255 2.605 1,635 795 210 90 50 30 3.9 
Rented - Loués 930 320 180 110 155 75 50] 30 - - 10 2.8 


Average number of rooms - 
Nombre moyen de piéces 


Owned - Possédés 
> Rented - Loués 
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See notels] at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
number of 
Persons 


Households by number of persons 


Total Mé | \ bre d 
private énages selon le nombre de personnes 


Number of rooms per dwelling households household 
and tenure 7 
Nombre de piéces par logement Tote! Nonbre 
et mode d’occupation oes moyen 
ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 127,280 22,700 36,330 20,045 22,905 | 14,685 6,125 | 2,290 | 1,075 390 750 3.1 
Owned - Possédés 108,705 17,085 31,980 17,425 19,540 13,150 5.535 | 2.005 965 365 660 3.2 
Rented - Loués 18.575 5.610 4,355 2.625 3,365 1,530 590 285 105 30 85 2.7 
1 room - 1 pièce 510 305 80 45 45 15 10 - - - 5 1.9 
Owned - Possédés 360 200 60 40 35 15 5 5 - - - 2.1 
Rented - Loués 150 110 20 5 5 - - - - - - 1.6 
2 rooms - 2 pièces 1,765 1,250 225 145 75 35 10 5 10 - - 1.6 
Qwned - Possédés 1,065 715 155 go 55 20 10 5 5 - - 1.7 
Rented - Loués 700 535 75 55 15 10 5 - 5 - - 1.5 
3 rooms - 3 pièces 5,980 3,615 1,330 370 265 175 120 35 25 25 25 1.8 
Owned - Possédés 3.445 1,820 855 245 200 135 100 30 20 20 20 2.1 
Rented - Loués 2,530 1,795 475 125 70 35 15 - 5 5 5 1.5 
4 rooms - 4 pièces 17,920 6,460 6,350 2,065 1,580 780 315 130 115 40 75 2.3 
Owned - Possédés 14,690 5,180 5.415 1,665 1,195 665 280 105 100 35 60 2.3 
Rented - Loués 3,230 1,285 940 395 390 115 40 30 20 5 15 2.3 
5 rooms - 5 pièces 31,195 5,060 10,630 4,905 5,480 2,935 1,070 515 240 100 260 3.0 
Owned - Possédés : 26.335 4,205 9,375 4,155 4,280 2.460 895 425 220 95 235 3.0 
Rented - Loués 4.860 855 1,255 750 1,200 470 180 30 25 - 25 3.1 
6 rooms - 6 pièces 28,090 3,135 8,175 5,315 5,755 3,450 1,420 415 170 85 175 3.2 
Owned - Possédés 24,575 2,565 7,425 4,645 4.955 3,015 1,255 335 145 80 160 3.2 
Rented - Loués 3,515 575 750 670 790 430 165 80 25 10 25 3.3 
7 rooms - 7 pièces 18,020 1,460 4,685 3,335 4,155 2,645 1,075 350 195 65 65 3.5 
Owned - Possédés | 16,275 1,245 4,295 3.020 3.690 2.410 990 320 190 55 65 3.5 
Rented - Loués 1,745 210 385 320 465 235 80 30 10 5 5 3.3 
8 rooms - 8 pièces ‘ 11,350 740 2,570 1,975 2,590 2,045 895 355 110 25 50 3.7 
Owned - Possédés 10,410 625 2,350 1,790 2,385 1,920 850 320 95 25 50 3.7 
Rented - Loués 945 110 220 180 205 130 45 30 15 - - 3.4 
9 rooms - 9 pièces 5,720 300 1,185 990 1,260 1,090 545 225 65 25 25 3.9 
Owned - Possédés 5,290 250 1,065 915 1, 180 1,045 510 210 65 25 25 3.9 
Rented - Loués 425 50 120 75 80 40 35 15 - - 5 3.4 
10 rooms and over - 
10 pièces et plus 6,730 375 1,095 910 1,705 1,520 665 250 135 30 50 4.1 
Owned - Possédés 6,255 280 980 865 1,560 1,455 650 250 130 30 45 4.1 
Rented - Loués 475 90 115 45 140 60 15 5 10 - - 3.2 
Average number of rooms - 
Nombre moyen de piéces 6.0 4.7 5.7 6.2 6.5 6.8 6.9 6.9 6.7 6.2 6.1 
Owned - Possédés 6.1 4.9 5.8 6.3 6.6 6.9 7.0 7.0 6.7 6.3 6.1 
Rented - Loués 5.2 4.1 5.3 5.6 5.9 6.1 6.0 6.1 5.8 5.1 5.5 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nombre de personnes 


Number of rooms per dwelling households househol 
and tenure . 
Nombre de pièces par logement Tore! Nonbre 
et mode d'occupation oes moyen 
ménages 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwetliings - 
Total des logements privés 
occupés 76,665 18,685 23,925 10,265 11,675 6,635 2,790! 1,205 600 265 620 2.8 
Owned - Possédés 61.085 13,520 20,235 8,210 9,005 5.540 2.295 975 520 235 540 2.9 
Rented - Loués 15.575 5.155 3.685 2,085 2,670 1,095 490 235 85 30 80 2.6 
1 room - 1 pièce 410 230 65 35 45 15 5 5 - - 5 2.1 
Owned - Possédés 280 135 50 30 35 15 5 - 5 - 5 2.3 
Rented - Loués 130 95 15 5 10 - 5 - - - - 1.6 
2 rooms - 2 pièces 1,510 1,085 170 135 65 30 10 5 10 - - 1.6 
Qwned - Possédés 830 565 100 75 50 20 5 5 - 5 5 1.8 
Rented - Loués 680 520 70 55 20 10 - - 5 - LT 1.5 
3 rooms - 3 pièces 5,245 3,315 1,085 300 225 125 90 35 25 25 30 1.8 
Owned - Possèdés 2,770 1.550 625 175 165 95 75 30 20 15 20 2.0 
Rented - Loués 2,475 1,760 460 125 65 35 15 - 5 10 5 1.5 
4 rooms - 4 piéces 13,835 5,555 4,900 1,375 1,000 465 240 100 go 40 70 2.2 
Owned - Possédés 10.890 4,335 4.020 1,030 685 380 200 75 70 35 55 2.1 
Rented - Loués 2.945 1,215 880 340 325 85 40 25 20 5 20 2.2 
5 rooms - 5 pièces 21,040 4,205 7,220 2,810 3,425 1,715 710 400 210 95 255 2.9 
Owned - Possédés 16,875 3.440 6,185 2.165 2,380 1.330 560 315 185 85 225 2.9 
Rented - Loués 4,165 765 1,035 640 1,045 390 150 30 20 5 25 3.1 
6 rooms - 6 pièces 15,740 2.465 5,050 2,570 2,895 1,600 635 205 85 60 160 3.1 
Owned - Possèdés 13,010 1,975 4,440 2,065 2,315 1,295 495 150 80 50 150 3.0 
Rented - Loués 2.730 490 610 510 580 305 145 60 15 5 15 3.2 
7 rooms - 7 pièces 8,925 $35 2,825 1,495 1,885 1,080 435 120 80 30 40 3.2 
Owned - Possédés 7.635 790 2,525 1,280 1,505 930 360 105 75 25 . 35 3.2 
Rented - Loués 1,290 145 305 210 375 150 75 15 5 5 5 3.3 
8 rooms - 8 pièces 5,135 450 1,450 830 1,155 725 315 145 35 5 30 3.4 
Owned - Possédés 4,515 385 1,280 715 1,010 665 280 125 25 5 25 3.4 
Rented - Louës 620 65 We] 145 145 60 30 20 10 - 5 3.4 
8 rooms - 9 pièces | 2,415 215 685 | 370 430 390 175 115 20 10 5 3.5 
Owned - Possédés 2, 140 170 600 340 385 370 150 95 15 10 5 3.6 
Rented - Loués 275 45 85 25 50 25 25 15 - - 5 3.4 
10 rooms snd over - 
10 pièces et plus 2,395 225 470 350 545 485 175 80 40 - 30 3.8 
Owned - Possédés 2,135 170 410 325 480 440 160 80 30 - 25 3.8 
Rented - Loués 260 60 60 25 65 35 10 - 10 - 5 3.2 
Average number of rooms - 
Nombre moyen de pièces 5.6 4.5 5.5 5.8 6,1 6.5 6.3 6.4 5.9 5.3 5.6 
5.7 4.8 5.6 6.0 6.3 6.6 6.4 6.5 5.9 5.3 5.6 
5.0 4.0 5.1 5.4 5.7 5.9 5.9 5.8 5.6 5.1 5.4 


Owned - Possédes 
D Rented - Loués 


See note(s) at end of table. - Voir note à le fin du tableau. 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sampie data - Basé sur ies données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Ménages selon le nombre de personnes 


Total 
private 


Number of rooms per dwelling 
and tenure households household 
Nombre de pieces par logement Tote! Nonbre 
, i es moyen 
et mode d’occupation : 
ménages 
privés personnes 
: par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés | 
occupés 50,615 4,015 12,405 9,780 11,235 8,050 3,330 | 1,085 470 130 125 3.5 
Owned - Possédés 47.620 3,560 11,740 9,215 10,535 7,610 3.235 | 1,030 450 130 120 3.5 
Rented - Loués 2,990 450 670 565 700 435 100 55 15 - 5 3.2 
1 room - 1 pièce 100 70 15 5 5 - - - - - - 1.4 
Owned - Possédés 80 65 5 5 5 - - - - - - 1.3 
Rented - Loués 20 10 5 - - - - ~ - - - 1.5 
2 rooms - 2 pièces 250 165 60 10 15 10 - - - - - 1.6 
Owned - Possédés 230 155 55 10 10 5 - - - - - 1.5 
Rented - Loues 20 15 5 - - 5 - - - - - 2.0 
3 rooms - 3 piéces 730. 300 245 70 35 40 25 5 - - - 2.2 
Owned - Possédés 675 265 230 70 30 40 25 5 - - - 2.2 
Rented - Loués 55 35 15 - 5 - - - - - - 1.6 
4 rooms - 4 pièces 4,085 g10 1,455 690 580 315 75 30 25 - - 2.6 
Owned - Possédés 3, 800 840 1,395 635 510 285 75 35 25 - 5 2.6 
Rented - loués 285 70 55 60 70 35 - - - - - 2.8 
5 rooms - 5 pièces 10,160 855 3,415 2.100 2,050 1,215 365 110 35 10 10 3.1 
Owned - Possédés 9,465 760 3.190 1,985 1,895 1.135 335 110 30 10 10 3.1 
Rented - Loués 695 90 220 110 155 85 35 - - - - 3.0 
6 rooms - 6 pièces 12,345 670 3,120 2,740 2.855 1,845 780 210 80 25 20 3.5 
Owned - Possédés - 11,560 590 2.985 2,585 2.640 1,720 755 190 65 25 5 3.5 
Rented - Loués 780 85 140 155 215 125 20 25 10 - 10 3.5 
7 rooms - 7 piéces 8,095 525 1,855 1,840 2,270 1,560 640 230 115 30 25 3.7 
Owned - Possédés 8,645 455 1,775 1.740 2, 180 1,475 625 215 110 30 30 3.7 
Rented - Loués 450 65 80 105 85 85 15 15 5 - . 3.3 
8 rooms - 8 pièces 6,215 290 1,120 1,145 1,435 1,325 580 210 70 20 25 3.9 
Owned - Possédés 5,895 240 1,070 1,075 1,375 1,260 565 195 70 20 25 3.9 
Rented - Loués 320 45 50 70 60 65 15 10 5 - - 3.5 
9 roons - 8 pièces 3,300 85 505 615 830 695 370 115 45 15 20 4.t 
Owned - Possédés 3,155 80 465 570 795 680 360 115 50 15 20 4.1 
Rented - Loués 150 5 40 45 30 15 15 - - - - 3.3 
10 rooms and over - 
10 pièces et plus 4,335 145 625 560 1, 160 1,035 495 170 85 25 25 4.2 
Owned - Possédés 4,120 110 570 540 1,080 1,015 490 165 95 25 25 4.3 
Rented - loués 215 35 55 20 80 20 - 5 - - . 3.1 


Average number of rooms - 


Nombre moyen de pieces 6.6 §.4 6.1 6.5 6.9 7.2 7.4 7.5 7.6 8.0 8.2 
Owned - Possédés 6.6 5.3 6.1 6.5 6.9 7.2 7.5 7.6 7.7 8.0 8.3 
Rented - Loves 6.3 5.7 6.1 6.4 6.5 6.5 6.7 7.1 6.6 + 6.0 


See note(s) at end of table. - Voir nota à la fin du tableau. 


2 - 46 92-932 


Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons number of 

Total A persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling 
and tenure households household 
Nombre de piéces par logement Total een 
et mode d’occupation ménages 7 de 
privés personnes 
par 
ménage 


Alberta 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 758,245 147,390 226,880 132,995 143,820 | 69.185 | 25,595 | 7,155; 2,755] 1,170 | 1,295 2.9 
Qwned - Possédés 478,215 54,125 137, 430 89,065 112,150] 55.215) 20,395 | 5,880; 2,095 880 975 3.2 
Rented - Loués 280,030 93,270 89.450 43.925 31,665 | 13.965 5,205 | 1,270 660 290 320 2.3 
1 room - 1 pièce 7,855 6,580 810 250 135 30 20 10 10 5 - 1.3 
Owned - Possédés 915 580 150 95 35 20 10 5 5 . 5 1.8 
Rented - Loués 6.940 5,995 660 155 100 10 10 5 5 - - 1.2 
2 roons - 2 pièces 18,060 13,175 3,395 845 355 165 80 15 15 15 10 1.4 
Owned - Possèdés 2,245 1,315 510 180 100 65 7 40 10 5 10 10 1.8 
Rented - Loués 15,815 11,860 2,885 665 250 95 40 5 10 5 5 1.4 
D 3 rooms - 3 pièces 63,960 39,765 18,075 3,705 1,310 600 300 70 40 35 55 1.5 
Owned - Possédés 7.975 3.460 2,405 865 610 325 185 35 25 25 45 2.2 
Rented - Loués 55,980 36,305 15,670 2,845 700 280 105 35 15 15 15 1.5 
4 rooms - 4 pièces 108,860 34,290 46,600 15,400 8,385 2,700 810 285 170 105 115 2.1 
Owned - Possédés 38.525 11,615 15,775 5,150 3,745 1,365 435 185 30 65 95 2.3 
Rented - Loués 70,335 22,675 30, 820 10,250 4,640 1,335 380 105 85 30 25 2.1 
5 rooms - 5 pièces 159,840 24,790 57,110 32,335 28,545! 11,835 3,550 940 355 155 225 2.8 
Owned - Possédés 98,145 14,915 35,095 18,655 18,515 7,565 2.270 625 235 100 170 2.8 
Rented - Loués 61,695 9,875 22,015 13,675 10,035 4,270 1,280 315 115 60 60 2.7 
6 roons - 6 pièces 138,955 13,560 43,550 29,295 31,930 | 13,465 4,780 | 1,150 420 215 195 3.1 
Owned - Possédés 102.945 10,520 33, 420 20,555 23,810 9,790 3.435 875 290 130 115 3.1 
Rented - Loués 36,015 3,440 10, 125 8,740 8,120 3,675 1,345 270 120 85 80 3.1 
7 rooms - 7 pièces 99,155 6,955 26,320 20,950 26,0407 12,605 4,370] 1,220 400 160 130 3.3 
Owned - Possédés 82.525 5,615 22, 600 16,935 21.965 | 10,495 3.475 995 250 85 105 3.3 
Rented - loués 16,630 1.340 3,720 4,015 4,075 2.115 895 225 155 70 25 3.4 
8 rooms - 8 pièces 77,350 4,265 17,055 15,325 22.415 | 11,905 4,475 | 1,205 400 118 185 3.6 
Owned - Possédés 69.040 3,470 15,270 13,530 20,495 | 10,720 3,925 | 1,045 350 110 125 3.6 
Rented - Loués 8.310 800 1,780 1,795 1,915 1,185 550 160 55 10 60 3.5 
9 rooms - 9 pièces 42,490 1,725 7,865 7,830 12,870 7,730 2,955 865 380 145 115 3.8 
Owned - Possédès 38,575 1.430 7,045 6.930 11,915 7,265 2.620 815 300 145 100 3.8 
Rented - Loués 3,915 295 820 900 960 465 335 50 80 - 720 3.6 
10 rooms and over - 
10 pièces et plus 41,720 1,885 6,110 7,050 11,840 8,155 4,260 | 1,390 560 220 250] © 4.0 
Owned - Possédés 37,330 1,195 5,150 6,160 10,965 7,610 3,990 | 1,290 540 210 215 4.1 
Rented - Loués 4,390 695 960 890 875 540] 270 100 20 10 35 3.3 


Average number of rooms - 
Nombre moyen de piéces 
Owned - Possédés 

Rented - Loués 
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See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Househotd, 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 

Households by number of persons number of 

Total : persons 
private Ménäges selon le nombre de personnes per 


Number of rooms per dwelling |. ehoids household 
and tenure . 8 
Nombre de pièces par logement Total Nombre 
et mode d'occupation ces 7 moyen 
ménages de 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Tots! des logements privés 
occupés 608,480 126.710 186,680 107,690 111,360 | 50,750 | 17,945! 4,655 1,605 585 480 2.8 
Owned - Possédés 354,400 39.405 104,005 68,220 84,380 | 39,090 | 13,725 | 3.710 1,130 410 310 3.1 
Rented - Loués 254.080 87,305 82.680 39.475 26,975 | 11,655 4,215 945 475 185 165 2.3 
1 room - 1 piéce 6,870 5,955 650 140 100 15 10 - - - . 1.2 
Owned - Possédés 215 145 45 5 20 5 - - - - - 1.6 
Rented - Louës 6.655 5,820 605 135 85 10 10 - - - - 1.2 
2 rooms - 2 piéces 15,490 11,540 2,930 645 225 100 40 - 10 - - 1.4 
Owned - Possédés 750 425 240 35 25 10 10 - - - - 1.6 
Rented - loués 14,740 11,120 2.690 610 195 85 30 - 10 - - 1.3 
3 rooms - 3 pièces 58,245 37,080 16,375 3,170 970 425 160 25 20 10 5 1.5 
Owned - Possédés 4.280 1,885 1,250 515 355 170 80 5 10 - - 2.1 
Rented - Loués 53.965 35,195 15,125 2.655 620 250 80 20 10 10 5 1.4 
4 rooms - 4 pièces 89,705 28,930 38,540 12,705 6,030 1,745 500 150 60 35 10 2.1 
Owned - Possédés 24,090 7,690 10,215 3,205 2,045 620 215 75 20 10 5 2.1 
Rented - loués 65,610 21.240 29,330 9,505 3,990 1,125 285 75 40 20 5 2.0 
S rooms - 5 pièces 123,595 19,700 45,685 25,595 21,335 8, 180 2,310 505 180 70 35 2.7 
Owned - Possédés 68, 665 11,050 25,585 13,205 12,590 4,515 1,275 275 95 30 30 2.7 
Rented - Loués 54,930 8.645 20.100 12,390 8.740 3,660 1,040 225 80 35 10 2.7 
6 rooms - 6 piéces 106,650 10,975 34,445 23,530 24, 130 9,385 3,110 700 230 80 60 3.0 
Owned - Possédés 75,840 8,240 25.580 15.785 17,180 6.360 2,010 490 145 35 15 3.0 
Rented - loués 30.805 2,735 8.865 7,750 6,945 3,025 1,095 205 85 45 45 3.1 
7 rooms - 7 pièces 77,840 5,815 21.315 17,030 29,295 8,205 3,015 765 240 85 65 3.3 
Qwned - Possédés 64,000 4,740 18.240 13,580 16,910 7.430 2,300 585 125 45 50 3.2 
Rented - loués 13,840 1,075 3.075 3.455 3,385 1.775 715 180 115 55 20 3.4 
8 rooms - 8 pièces 62,625 3,585 14,100 12.595 18,325 9,275 3,450 855 255 80 100 3.5 
Owned - Possédés 55,850 2,955 12,680 14,055 16,755 8,325 2,995 735 210 75 65 3.5 
Rented - Loués 6,775 625 1,415 1,545 1,570 950 460 120 40 5 40 3.5 
8 rooms - 9 pièces 35,005 1,455 6,710 6,640 10,610 6,255 2,210 685 260 100 70 3.7 
Owned - Possédés 31,745 1,215 6.045 5,860 9,830 5,870 1,930 645 195 100 55 3.7 
Rented - Loués 3,255 240 670 775 780 380 285 40 70 - 15 3.6 
10 rooms and over - 
10 pièces et plus 32,450 1,665 4,920 5,645 8,330 6, 180 3, 130 980 350 125 125 3.9 
Owned - Possédés 28,960 1.050 4,125 4,980 8,675 5,770 2,910 895 335 120 95 4.0 
Rented - Loués 3,495 615 800 665 660 405 220 80 20 5 30 3.2 


Average number of rooms - 
Nombre moyen de pièces 
Qwned - Possédés 

Rented - loués 
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See notels] at end of table. - Voir note à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling households hovseho!d 
and tenure . 
Nombre de piéces par logement Total Nonbre 
et mode d'occupation ces moyen 
ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 149,765 20.680 40,195 25,300 32,460 | 18,435 7,660 | 2,490] 1,155 575 810 3.2 
Owned - Possédés 123,815 14,720 33.420 20.850 27.775 16,125 6.665 | 2,175 965 470 660 3.3 
Rented - Loués 25,950 5,965 6,775 4.450 4,690 2.310 $85 320 180 110 155 2.9 
1 room - t piéce 980 620 160 110 30 15 15 15 10 - 5 1.8 
Owned - Possédés 700 440 105 95 15 15 10 10 5 - 5 1.8 
Rented - Loués 280 180 55 20 10 - 5 5 5 - - 1.8 
2 rooms - 2 piéces 2,565 1,635 460 200 130 65 35 10 5 15 10 1.8 
Qwned - Possédés 1.495 890 265 150 75 55 30 5 5 10 10 1.9 
Rented - Loués 1,075 740 195 50 55 15 5 5 5 5 - 1.6 
3 rooms - 3 piéces 5,715 2,680 1,700 540 340 175 135 45 20 25 50 2.1 
Owned - Possédés 3,700 1,575 1.150 350 255 150 105 30 20 20 40 2.3 
Rented - Loués 2,015 1, 105 545 190 85 25 30 15 5 - 5 1.8 
4 rooms - 4 pièces 19,155 5,360 7,055 2,690 2,355 955 315 140 110 70 105 2.5 
Owned - Possédés 14,425 3,925 5.565 1,945 1,705 740 225 110 70 55 90 2.5 
Rented - Loués 4.725 1,435 1,490 745 650 215 90 30 45 15 15 2.5 
5 rooms - 5 pièces 36,250 5,090 11,425 6,745 7,215 3,655 1,235 430 175 go 190 3.0 
Qwned - Possédés 29,480 3.865 9,510 5.450 5,920 3.045 995 345 140 70 140 3.0 
Rented - Loués 6,765 1,230 1,915 1.290 1,290 610 240 85 35 20 50 3.0 
6 rooms - 6 pièces 32.310 2,985 9,095 5,765 7,800 4,080 1,670 450 190 135 140 3.3 
Qwned - Possédés 27,105 2.280 7,840 4.775 6,625 3.425 1,420 385 150 95 105 3.3 
Rented - Loués 5,205 700 1,255 990 1,175 655 245 65 49 35 40 3.3 
7 rooms - 7 pièces 21,315 1, 140 5,010 3,920 5,740 3.400 1,355 460 160 60 65 3.6 
Owned - Possédés 18,525 880 4,365 3.360 5,055 3,065 1,170 410 125 45 55 3.6 
Rented - Loués 2.790 265 645 565 685 340 185 45 35 15 10 3.5 
B rooms - 8 pièces 14,725 685 2,955 2,725 4,085 2,635 1,020 350 145 40 80 3.8 
Owned - Possédés 13, 190 515 2,590 2.475 3,740 2.400 935 310 135 35 60 3.8 
Rented - loués 1,530 170 365 250 350 235 85 40 10 5 20 3.5 
9 rooms - 9 pièces 7,485 270 1,155 1,195 2.260 1,475 740 180 120 45 45 4.0 
Owned - Possédés 6,825 215 1,005 1,065 2.085 1,390 695 170 110 50 45 4.1 
Rented - Loues 660 55 150 125 175 85 45 10 10 - 5 3.6 
10 rooms and over - 
10 piéces et plus 9,270 220 1,190 1,410 2,505 1,970 1,135 415 210 80 |. 125 4.3 
Owned - Possédés 8,375 145 1,030 1, 180 2,290 1,840 1,085 395 205 90 120 4.4 
Rented - Loués 900 75 160 230 215 135 50 20 10 5 - 3.5 


Average number of rooms - 
Nombre moyen de pièces 


Owned - Possédés 
> Rented - Loués 
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See notels) at end of table. - Voir nota à ja fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


tat 
private Ménages selon le nombre de personnes 


Number of rooms per dwelling households househoi¢ 
and tenure . 
Nombre de pieces par logement À Total Nonbre 
et mode d'occupation . Se 
ménages 
privés. personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 98,945 16,880 28,425 15,940 20,205 | 10,380 4,075 | 1,335 680 380 635 3.1 
Owned - Possédes 75,495 11,215 22,215 11,930 16,150 8,425 3,240} 1,035 510 280 485 3.1 
Rented - Loués 23,450 5.665 6,205 4,010 4,055 1,950 840 300 165 105 150 2.9 
1 room - 1 piéce 805 500 135 go 20 15 10 15 10 - 5 1.8 
Owned - Possédès 525 325 95 70 5 10 5 10 5 - - 1.9 
Rented - Loués 275 180 45 20 15 - - 5 5 5 - 1.8 
2 rooms - 2 pièces 2,170 1,410 400 160 | 95 40 25 15 5 15 10 1.7 
Owned - Possédés 1,115 675 205 120 45 25 20 10 5 10 10 1.9 
Rented - Loues 1,060 740 195 40 55 10 10 5 - 10 - 1.6 
3 rooms - 3 pieces 4,665 2,275 1,410 385 235 130 95 45 20 25 50 2.1 
Owned - Possédés 2,710 1,200 870 205 160 95 65 30 20 20 40 2.3 
Rented - Loués 1,950 1,070 535 180 75 30 30 20 5 5 5 1.8 
4 rooms - 4 piéces 14,815 4,550 5,415 2,000 1,625 640 220 110 90 60 105 2.4 
Owned - Possédés 10,405 3, 185 4,010 1,315 1,055 435 135 75 60 45 go 2.4 
Rented - Loués 4,410 1,360 1,405 685 570 205 90 30 35 15 20 2.5 
5 rooms - 5 pièces 25,395 4,115 8,235 4,490 4,840 2,315 755 255 140 65 170 3.0 
Owned - Possédés 19.090 2.940 6.465 3,275 3,655 1,775 540 175 110 45 115 2.9 
Rented - Loués 6,305 1, 180 1,775 4,215 1,185 540 210 85 30 25 50 3.0 
6 rooms - 6 pièces 20,685 2,340 6,110 3,530 4,840 2.335 935 260 110 105 115 3.2 
Owned - Possédés 16.080 1,680 4,980 2,660 3.830 1,790 715 200 80 70 75 3.2 
Rented - Loués 4,605 660 1,135 870 1,015 545 220 65 30 35 35 3.3 
7 rooms - 7 pièces 12,535 885 3.285 2,250 3,340 1,775 640 200 85 45 40 3.4 
Owned - Possédés 10,195 650 2.740 1,755 2,775 1,500 495 155 55 30 30 3.5 
Rented - Loués 2,345 230 545 490 560 275 140 50 30 15 10 3.4 
8 rooms - B pièces 8,585 475 1,910 1,570 2,415 1,425 500 150 75 15 60 3.6 
Owned - Possédés 7.360 325 1,605 1,350 2.160 1.240 440 125 60 10 35 3.7 
Rented - Louës 1,225 145 295 220 260 180 60 30 10 5 20 3.5 
8 rooms - 9 pièces 4,240 185 755 675 1,305 735 370 115 60 10 30 3.9 
Owned - Possédés 3,655 135 615 570 5,145 665 335 105 50 10 25 4.0 
Rented - Loués 585 45 140 105 160 70 35 5 10 - 5 3.6 
10 rooms and over - 
10 pièces et plus 5,055 150 760 730 1,490 980 525 175 85 40 55 4.1 
Owned - Possédes 4,350 95 630 610 1,320 885 485 160 75 35 50 4.2 
Rented - Loués 700 55 130 180 170 95 40 15 10 5 5 3.5 


Average number of rooms - 

Nombre moyen de piéces 5.8 4.5 
Qwned - Possédes 6.0 4.7 
Rented - Loués 5.3 4.2 
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See note(s] at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et Je mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nonbre de personnes 


Number of rooms per dwelling households househo 
and tenure . 
Nombre de piéces par logement Tote! bo 
et mode d'occupation nénages 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 50.825 3,800 11,775 8.360 12,255 8,060 3,580 1,160 475 195 175 3.6 
Owned - Possédés 48,325 3.500 11.210 8.920 11,620 7,700 3,430 1,135 455 190 170 3.6 
Rented - loués 2,500 300 570 440 635 360 150 25 20 5 5 3.4 
1 room - t pièce 180 120 20 25 10 5 5 - - - - 1.8 
Owned - Possédés 170 115 10 25 10 - 5 - - - - 1.8 
Rented - Louës 10 - 10 - - - - - - . - 2.0 
2 roons - 2 pièces 395 225 60 40 30 30 15 - - - - 2.1 
Owned - Possédés 380 215 60 35 30 30 15 - - - - 2.1 
Rented - loués 10 5 - 5 - - - - - - - 2.2 
3 rooms - 3 piéces 1,055 405 290 155 100 50 35 5 5 - - 2.3 
Owned - Possédés 990 370 285 145 95 55 40 5 5 - - 2.3 
Rented - Loués 65 40 10 15 10 - - - - - - 1.8 
4 rooms - 4 pièces 4,345 805 1,640 690 730 315 95 30 20 15 - 2.7 
Owned - Possédés 4,020 740 1,550 630 650 305 go 30 15 10 - 2.7 
Rented - Loués 320 70 85 65 75 10 10 - 10 - - 2.8 
5 rooms - 5 piéces 10,855 975 3, 185 2,250 2,375 1,335 480 175 35 20 20 3.2 
Owned - Possédes 10,385 925 3,045 2.175 2,270 1,270 455 175 35 20 25 3.2 
Rented - loués 465 50 145 75 105 70 25 - - - - 3.2 
6 rooms - 6 piéces 11,625 645 2,985 2,230 2,960 1,745 740 190 80 25 25 3.5 
Owned - Possédés 11,025 600 2.860 2,115 2.795 1,635 715 185 70] . 30 20 3.5 
Rented - Loués 600 50 125 115 160 110 25 - 5 - 5 3.5 
7 rooms - 7 pieces 8,775 260 1,720 1,675 2,405 1,630 715 255 75 20 20 3.8 
Owned - Possédés 8.330 225 1,625 1,600 2,280 1,565 675 260 70 15 20 3.8 
Rented - Louës 445 35 95 75 125 65 40 - 5 5 - 3.6 
8 rooms - 8 pièces 6,135 210 1,050 1,160 1,670 1.205 520 200 75 25 25 3.9 
Owned - Possédés 5,830 185 880 1,125 1,580 1.155 490 190 75 25 20 3.9 
Rented - Loués 310 25 65 35 90 55 30 15 - - - 3.7 
8 rooms - 9 pièces 3,245 85 400 520 955 740 375 65 60 35 15 4.2 
Owned - Possédes 3.170 75 390 500 940 730 360 65 60 35 15 4.2 
Rented - Loués 75 10 10 20 20 10 15 - - - - 3.7 
10 rooms and over - 
10 pièces et plus 4,215 70 425 615 1,020 995 600 240 130 55 65 4.6 
Owned - Possédés 4,020 45 400 575 970 950 595 235 125 55 70 4.6 
Rented - Louës 195 25 25 40 50 45 5 5 - - - 3.5 
Average nunber of rooms - 
Nonbre moyen de pièces 6.5 5.0 5:89 6.4 6.8 7.1 7.4 7.6 8.1 7.9 8.8 
Owned - Possédès 6.5 4.9 5.9 6.5 6.8 7.1 7.4 7.6 8.2 7.9 8.9 
Rented - Loués 6.4 5.8 6.1 6.3 6.5 6.8]. 6.9 8.1 5.6 7,0 5.8 


See notets) at end of table. - Voir nota à le fin du tableau. 
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Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon le nombre de personnes 


: per 
Nunber of Toons per dwelling househo! ds household 
Nombre de pieces par logement Tota! ven 
et mode d'occupation : 7 
ménages de 
privés personnes 
par 
ménage 


British Columbia - Colombie- 
Britannique 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 896,640 234,695 316,595 157,645 170,705 74,950 | 28,740 7,320! 3,250 1,340 1,410 2.7 
Owned - Possédés 641.445 83,310 205,985 113.835 140.370) 63.155 | 23.855 | 5,990 { 2.655} 1.1057 1,185 3.0 
Rented - Loués 355, 195 151,390 110,610 43,805 30,330 11.790 4,880 1,330 600 230 220 2.1 
1 room - 1 pièce 18,930 16,110 1,945 440 250 90 65 5 15 5 5 1.2 
Owned - Possédés 2.080 1,105 580 130 140 50 50 5 15 - 5 1.9 
Rented - Loués 16,845 15,005 1,360 310 110 45 15 - - 5 - 1.2 
2 rooms - 2 pieces 38,855 28,380 7,860 1,415 B10 250 100 25 10 - 5 1.4 
Owned - Possédés 4,685 2.415 1,415 360 330 85 50 20 10 - 5 1.8 
Rented - loués 34,170 25,965 6,450 1,060 480 160 50 5 - - - 1.3 
3 rooms - 3 pièces 113,915 69,965 34,715 5,515 2,310 845 390 90 60 § 25 1.5 
Owned - Possédés 17,970 8.800 5.900 1,425 1,110 440 205 45 25 5 20 1.9 
Rented - Loues 95.945 61,165 28,820 4,090 1,200 400 185 45 30 5 - 1.5 
4 rooms - 4 pieces 155,550 53,445 67,575 19,560 10,540 2,885 1,010 245 130 95 70 2.0 
Owned - Possédés 69,320 22.085 31.015 8,275 5.405 1,610 580 150 105 60 40 2.1 
Rented - Loués 86,230 31,355 36,560 11,285 5,135 1.280 435 100 30 35 30 2.0 
5 roons - 5 pièces 178.340 31,995 72,860 32,260 26,900 9,505 3,265 855 370 150 180 2.6 
Owned - Possédés 118,950 20,830 50.410 20.060 17,840 6.520 2,265 595 235 100 100 2.6 
Rented - Loués 59,395 11, 165 22.450 12,200 9,060 2,980 1,000 260 135 45 85 2.6 
6 rooms - 6 pièces 160,155 17,095 55,030 33,405 34,545 | 13,470 4,690 | 1,075 475 175 200 3.0 
Owned - Possédés 129,295 13,775 46,635 25.385 27,935 | 10,630 3,455 805 365 140 170 2.9 
Rented - Loues 30.860 3.315 8.400 8.020 6,605 2.835 1,240 265 105 35 35 3.1 
7 rooms - 7 pièces 121,375 8,345 34.995 25,805 31,495 | 13,850 4,890 | 1,105 500 210 190 3.3 
Owned - Possédés 106,110 6.905 31.615 22.270 27,705 11,910 4,060 875 405 180 170 3.2 
Rented - Loués 15,270 1,435 3.380 3,540 3.790 1,935 820 230 90 30 10! 3.4 
8 rooms - 8 pièces 94,360 4,775 22,205 19,165 28,280 | 12,795 4,920 | 1,290 480 225 230 3.5 
Owned - Possédés 86,210 4,050 20,560 17,370 26.280 11,750 4,365 1,065 385 195 190 3.5 
Rented - Loués 8.145 720 1,645 1,800 2,000 1,040 555 220 95 30 40 3.6 
3 rooms - 9 pièces 56,765 2.000 10,675 10,565 18,040 8,670 4,035 965 460 175 180 3.8 
Owned - Possédés 52,590 1.540 9,890 9,700 16,950 9,110 3,765 890 420 160 170 3.8 
Rented - Loués 4,175 465 780 865 1,090 555 270 80 40 15 10 3.5 
10 rooms and over - 
10 piéces et plus 58,390 2,600 8,730 9,510 17,525] 11,605 5,365 | 1,670 760 300 330 4.0 
Owned - Possédés 54,235 1,795 7,965 8.860 16,660 | 11,055 5.070 | 1.550 690 265 320 4.0 
Rented - Loués 4, 160 800 765 645 860 550 300 115 70 35 10 3.4 
Average number of rooms - 
Nombre moyen de piéces 5.7 3.9 5.4 6.3 7.0 7.4 7.6 7.8 7,7 7.8 7.8 
Owned - Possédés 6.6 5.1 6.0 6.7 7.3 7.7 7.8 8.1 8.0 8.0 8.1 
Rented - Loués 4.1 3.2 4.2 5.1 5.7 6.1 6.3 6.6 6.8 6.7 6.2 


See note (s) at end of table. - Voir note à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Total à 
a Ménages selon le nombre de personnes persons 
private per 


Number of rooms per dwelling 
and tenure househo | ds household 
Nombre de piéces par logement Tora! oven 
et mode d'occupation ménages 7 de 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Households by number of persons 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 800,015 205, 430 254,565 123,730 130,015 | 55,600] 21,295 | 5,370 | 2,280 865 860 2.6 
Owned - Possédés 483.290 64,210 154,955 86,670 105,855 | 46.455] 17,565 | 4,365 1.815 685 715 3.0 
Rented - Loues 316,725 141,220 99,610 37,055 24.165 9,145 3.725 | 1,010 465 180 145 2.0 
1 room - 1 pièce 16,345 14,575 1,355 285 100 20 10 - - - - 1.1 
Owned - Possédés 660 415 180 35 15 - 5 - . - . 1.5 
Rented - loués 15, 685 14,155 1,170 250 85 20 10 - - - - 1.1 
2 rooms - 2 pièces 33,975 25,665 6,540 995 540 160 70 - § - - 1.3 
Owned - Possédés 2.335 1,360 640 145 125 35 25 - 5 - - 1.7 
Rented - Loués 31.645 24,310 5.900 850 415 325 45 - - - - 1.3 
3 rooms - 3 piéces 103, 470 65,395 31,185 4,265 1,605 625 300 55 30 - 15 1.5 
Owned - Possédés 12,315 6.675 3,800 735 630 305 145 15 5 - 10 1.8 
Rented - toués 91,155 58,720 27,385 3,535 $70 320 155 40 25 ct - 1.4 
4 rooms - 4 pièces 125,885 45,820 54,915 14,710 7,440 1,975 720 160 55 65 30 2.0 
Owned - Possédés 48,345 16,970 21,645 4,950 3,285 970 345 100 35 35 15 2.0 
Rented - Loués 77,540 28,845 33,270 9,760 4,160 1,005 370 65 15 30 10 1.8 
5 rooms - 5 pièces 134,405 25,770 55,845 24,505 18,800 6,325 2,185 520 265 85 105 2.5 
Owned - Possédés 83,965 16,050 36.270 14, 165 11,535 3,985 1.405 315 165 30 35 2.5 
Rented - Loués 50.445 9,715 19,570 10,345 7,260 2.345 790 200 100 50 65 2.6 
6 rooms - 6 pièces 121,165 13,595 42,660 25,730 25,535 8,290 3,185 700 285 110 80 2.9 
Owned - Possédés $6,350 10,955 35,650 19,155 20,335 7,090 2,290 505 210 85 65 2.9 
Rented - Loués 24,820 2.640 7,010 6,580 5.200 2.195 890 195 75 20 15 3.1 
7 rooms - 7 pièces 84,965 6,605 27,830 20,740 24,430 | 10,235 3,710 820 340 125 120 3.2 
Owned - Possédés 82,790 5.530 25,135 17,740 21.405 8,760 3,070 675 260 110 110 3.2 
Rented - Loués 12.175 1,080 2.700 2.995 3,025 1,480 640 150 85 15 10 3.3 
8 rooms - 8 pièces 76,200 4,005 18,085 15,840 22.855 ] 10,030 3,700 | 1,040 375 120 150 3.5 
Owned - Possédés 69,705 3.410 16,770 14,335 21,320 8,225 3,280 835 300 100 125 3.5 
Rented - Loués 6.495 590 1,315 1,505 1,535 805 420 200 80 15 30 3.5 
9 rooms - 9 piéces 46, 430 1,745 8,925 8,800 14,635 7,760 3,150 785 370 135 125 3.7 
Owned - Possédés 43,135 1,340 8,315 8, 105 13,810 7,325 2,960 705 340 425 120 3.8 
Rented - Loués 3.295 405 615 695 825 430 195 80 30 10 5 3.4 
10 rooms and over - 
10 pièces et plus 47,160 2,255 7,225 7,850 14,085 9,175 4,255 | 1,290 550 230 240 3.8 
Owned - Possédés 43,690 1,500 6.545 7,310 13.395 8.760 4,050 | 1,205 495 200 235 4.0 
Rented - Loués 3.470 755 675 545 690 415 210 80 55 30 10 3.2 


Average number of rooms - 
Nombre moyen de pièces 


Owned - Possédés 
Rented - Loués 
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See notes) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur tes données-échantition (20%) 


Average 
number of 
Persons 


Households by number of persons 


Total 
private 


Ménages selon le nonbre de personnes 


Number of rooms per dwelling 
and tenure households household 
Nompre de pièces par logement |. Total Nonbre 
A : des moyen 
et mode d'occupation . 
ménages 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 196,630 29,275 62,025 33,915 40.685 | 19,345 7,440} 1,950 970 475 550 3.0 
Owned - Possédés 158.155 19,095 51,025 27,165 34,5207. 16,700 6,285! 1.625 835 420 470 3.1 
Rented - Loues 38,475 10,175 11,000 6,750 6.165 2.645 1,155 320 135 50 75 2.6 
1 room - t pièce 2,585 1,540 590 155 150 65 50 5 15 5 5 1.8 
Owned - Possédés 1,425 690 400 100 125 45 45 - 10 - 5 2.1 
Rented - Loués 1,155 850 195 55 25 20 10 - - 5 - 1.5 
2 rooms - 2 piéces 4.880 2,710 1,325 420 270 85 30 25 5 - 5 1.8 
Owned - Possédés 2,350 1,055 775 205 205 50 25 20 5 5 5 2.0 
Rented - Loves 2,530 1,655 545 210 65 35 10 5 - - - 1.5 
3 rooms - 3 pièces 10,445 4,565 3,530 1,245 710 215 go 35 30 5 10 2.0 
Owned - Possédés 5,660 2,120 2,100 690 485 140 60 35 20 - 15 2.1 
Rented - Loués . 4.790 2,445 1,435 555 225 80 30 § 10 5 - 1.8 
4 rooms - 4 piéces 28,665 7,625 12,660 4,850 3,100 $15 295 85 75 25 40 2.3 
Owned - Possédés 20,975 5,120 9.370 3,330 2,125 640 230 50 60 25 25 2.3 
Rented - Loués 8.690 2.510 3,285 1,525 975 270 65 35 10 - 15 2.3 
5 rooms - 5 pièces 43,935 6,225 17,015 7,750 8,110 3,175 1,070 330 100 70 80 2.8 
Owned - Possédés 34.990 4,780 14,135 5.890 6.310 2,535 860 275 70 70 65 2.8 
Rented - Louës 8,950 1,450 2,880 1,855 1, 800 640 210 60 35 - 15 2.8 
6 rooms - 6 piéces 38,990 3,495 12,370 7,675 9,010 4,175 1,505 375 190 70 120 3.2 
Owned - Possédés 32,945 2.820 10,980 6.235 7,605 3,535 1,160 300 155 55 105 3.1 
Rented - Loués 6,045 680 1,395 1,440 1.405 640 350 75 30 15 15 3.3 
7 rooms - 7 pièces 26.405 1,735 7, 160 5,070 7,065 3,615 1,175 285 155 80 65 3.4 
Owned - Possédés 23,315 1,375 6,485 | ~ 4,530 6.305 3,155 995 205 .150 70 55 3.4 
Rented - Loués 3,095 360 680 540 765 455 180 85 10 15 5 3.4 
8 rooms - 8 pièces - 18, 160 770 4,120 3,325 5,425 2,765 1,225 250 105 105 75 3.6 
Owned - Possédés 16,505 640 3,790 3,030 4,960 2.525 1,085 230 85 95 60 3.6 
Rented - Loués 1.655 130 330 295 470 240 135 25 20 10 10 3.7 
9 rooms - 9 pièces 10,330 260 1,745 1,765 3,405 1,910 880 180 85 40 55 3.9 
Owned - Possédés 9,455 200 1,580 1,595 3,140 1,780 810 180 80 40 50 3.9 
Rented - Loués 880 60- 165 170 265 125 75 - 10 - 5 3.6 
10 rooms end over - 
10 pièces et plus 11,225 345 1,510 1,655 3,435 2,425 1,110 380 205 70 95 4.2 
Owned - Possédés 10.540 300 1,420 1,555 3.265 2.290 1,025 345 195 65 85 4.2 
Rented - Loués 690 45 go 100 170 135 90 35 10 5 5 4.2 
Average number of rooms - 
Nombre moyen de pieces 5.9 4.4 5.5 6.0 6.6 7.1 7.3 7.3 7.2 7.4 7.3 
Owned - Possédés 6.2 4.7 5.6 6.3 6.8 7.2 7.4 7.4 7.4 7.5 7.4 
Rented - loués 4.8 3.7 4.7 5.2 5.8 6.1 6.5 6.4 6.3 6.4 6.6 


See note(s) at end of table. - Voir nota à la fin du tableau. 


2 - 54 92-932 


Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Househotd, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le-mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%} 


Average 
number of 
persons 


Households by number of persons 


private Ménages selon te nombre de personnes 


Number of rooms per dwelling households household 
Nombre de pièces par logement Tote! Nonbre 
et mode d’occupation . PAR 
ménages 
privés personnes 
per 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 180,145 28.230 57,780 31,065 36,660 | 16,870 6,240] 1,595 840 405 455 3.0 
Owned - Possédés 142,500 18,175 46.940 24,440 30,710 | 14,315 5.165 1,295 720 355 380 3.0 
Rented - Loués 37,650 10,055 10,840 6,625 5,950 2,550 1,075 305 120 50 75 2.6 
1 room - 1 pièce 2,510 1,520 570 145 145 65 55 5 10 5 - 1.8 
Owned - Possédés 1,355 670 380 85 120 45 40 5 10 - - 2.0 
Rented - Loués 1,160 850 190 55 30 20 10 - - 5 - 1.5 
2 rooms - 2 piéces 4,725 2,645 1,270 415 260 80 35 25 5 - § 1.8 
Qwned - Possédés 2.210 995 730 200 195 45 25 20 5 - 5 2.0 
Rented - Loués 2.515 1,645 540 215 65 35 5 5 - - - 1.5 
3 rooms - 3 pièces 10,035 4,460 3,395 1,150 675 195 70 35 30 5 10 1.9 
Owned - Possédés 5.290 2,025 1,980 610 450 120 40 30 20 - 15 2.4 
Rented - Loués 4,750 2.430 1,445 545 225 75 30 - 10 5 - 1.8 
4 rooms - 4 pièces 28,385 7,420 12,200 4,680 2,835 790 255 75 65 20 40 2.3 
Owned - Possédés 19,795 4,825 8,945 3, 160 1,905 525 190 45 55 20 . 25 2.3 
Rented - Louës 8,585 2,495 3,250 1,520 930 270 65 30 15 - 15 2.3 
5 rooms - 5 piéces 40,925 5,970 15,970 7,260 7,415 2,860 920 290 $5 65 80 2.8 
Owned - Possédés 32.105 4,545 13.120 5,420 5,660 2,235 710 230 60 60 60 2.8 
Rented - Loués 8,820 1,420 2,855 1,840 1,755 625 215 60 35 - 15 2.8 
6 rooms - 6 piéces ‘35,620 3,295 11,370 7,060 8,210 3,705 1,310 310 180 65 115 3.1 
Owned - Possédés 29,785 2.665 10,015 5,660 6,850 3,085 970 235 150 50 100 3.1 
Rented - Loués 5,835 630 1,355 1,400 1,355 625 335 75 30 15 15 3.3 
7 rooms - 7 pièces 23,415 1,635 6,400 4,430 6,300 3, 165 880 | - 245 135 80 |. 50 3.4 
Owned - Possédés 20, 430 1,280 5,735 3.895 5,550 2,735 825 170 125 70 45 3.4 
Rented - Lous 2.980 350 660 535 740 435 160 70 10 10 5 3.4 
8 rooms - 8 pièces 15,985 745 3,695 2,980 4,860 2,305 990 170 75 85 |. 70 3.6 
Owned - Possédés 14.420 620 3,370 2.705 4,425 2,080 880 159 65 75 60 3.6 
Rented - Loués 1,560 130 320 275 440 230 115 25 10 10 15 3.6 
8 rooms - 9 pièces 8.980 220 1,575 1,540 2.985 1,650 720. 130 85 25 45 3.9 
Owned - Possédés 8,155 170 1,410 1,385 2.730 1,525 660 130 75 257 40 3.9 
Rented - Loués 825 50 160 155 260 125 65 - 15 - 5 3.6 
10 rooms and over - | E os 
10 piéces et plus 9,575 320 1,345 1,415 2,970 2,040 910] ~ 318 160 55 40 4.1 
Owned - Possédés 8,950 280 1,255 1,325 2,820 4,925 825 280 150 55 |: 35 4.1 
Rented - loués 625 45 85 90 150 115 85 35 10 5 » § 4.1 


Average number of rooms - 
Nombre moyen de piéces 
Owned - Possédés 


D Rented - Loués 
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See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, - 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons number of 

Total A persons 
private Ménages selon le nombre de personnes per 


Number of rooms per dwelling households household 
and tenure " . 
Nombre de piéces par logement Total oven 
et mode d occupation nénages 7 de 
. prives personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logenents privés 
occupés 16,480 1,040 4,245 2,850 4,025 2,480 1.200 350 130 65 90 3.6 
Owned - Possédés 15, 650 920 . 4,085 2.725 3.805 2,385 1,125 335 115 65 go 3.6 
Rented - Loués 830 120 160 125 225 100 75 15 15 - - 3.5 
1 room - 1 pièce 70 20 20 15 5 5 - - 5 - 5 3.0 
Owned - Possédés 70 20 25 10 5 5 - - 5 - 5 3.0 
Rented - Loués - - - - - - - - - - - +7 
2 rooms - 2 pièces 150 70 50 10 15 10 - - - - - 1.9 
Owned - Possédés 140 65 45 10 15 5 - - - - - 1.9 
Rented - Loues 15 5 § - - - - - - - - 2.2 
3 rooms - 3 pièces 410 105 130 95 30 20 20 - - -1 5 2.5 
Owned - Possédés 370 95 115 85 30 20 15 - - - 5 2.6 
Rented - Loués 40 15 20 10 of - - - - - - 2.0 
4 rooms - 4 piéces 1,280 205 460 175 265 120 40 10 10 5 - 2.8 
Owned - Possédés 1,175 195 420 170 225 115 45 - - 10 5 - 2.9 
Rented - Loués 100 10 35 5 45 5 - 5 - - - 3.2 
5 rooms - 5 pièces 3,015 260 1,045 495 690 315 150 45 10 10 - 3.2 
Owned - Possédés ‘ 2.880 235 1,020 475 645 300 150 40 10 5 - 3.2 
Rented - Loués 135 25 30 20 45 15 - - . - - 2.9 
6 rooms - 6 pièces 3,370 200 1,005 610 800 465 205 65 10 10 5 3.4 
Owned - Possédés 3, 160 150 965 575 750 450 190 60 5 5 - 3.4 
Rented - Loués 210 50 40 40 50 15 10 - 5 - - 3.0 
7 rooms - 7 piéces 3.000 105 765 640 770 450 195 45 25 5 15 3.6 
Owned - Possédés 2.885 100 750 635 740 420 170 35 25 - 15 3.5 
Rented - Loués 110 5 15 10 25 25 25 10 - - - 4.5 
8 rooms - 8 piéces 2, 180 25 425 345 565 455 230 80 25 20 5 4.1 
Owned - Possédés 2,085 25 415 325 535 445 210 80 20 20 5 4.0 
Rented - loués 95 - 10 20 30 10 25 - 5 - - 4.4 
8 rooms - 9 pièces 1,355 35 175 230 415 265 160 50 5 1§ 10 4.2 
Owned - Possédés 1,300 30 170 215 410 255 150 50 - 10 10 4.2 
Rented - Loués 50 10 5 15 5 5 10 - - - - 3.6 
10 rooms and over - 
10 pièces et plus 1,655 20 165 240 470 385 205 65 45 15 55 4.6 
Owned - Possédés 1,590 20 165 230 445 365 200 65 40 10 55 4.6 
Rented - Loués 65 - - 10 25 20 5 - 5 - - 4.5 
Average number of rooms - 
Nombre moyen de piéces 6.7 5.0 6.1 6.7 7.0 7.4 7.5 7.9 7.9 8.0 9.8 
Cwned - Possédés 6.7 5.0 6.1 6.7 7.0 7.4 7.5 8.0 7.9 8.0 9.8 
Rented - Loués 6.4 5.4 5.2 6.7 6.5 7.5 7.7 5.8 7.9 -- -- 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
pers 


Households by number of persons 


Ménages selon le nombre de personnes 


Total 
private 


Number of rooms per dwelling households household 
Nombre de piéces par logement Total Nombre 
et mode d’occupation des noyen 
ménages 
privés personnes 
par 
ménage 


Yukon 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 7.585 1,485 2,090 1,340 1,555 630 325 95 35 20 15 2.9 
Owned - Possédés 4,000 530 1,070 690 990 380 220 80 30 15 - 3.2 
Rented - loués 3,590 950 1,025 655 575 250 105 15 10 - 10 2.6 
1 room - 1 piéce 235 140 60 20 20 - - - - - - 1.6 
Owned - Possédès 95 40 30 15 10 5 - - - - - 2.0 
Rented - Loués 140 100 30 5 5 - - - - - - 1.4 
2 rooms - 2 pièces 430 220 145 30 30 10 5 - - - - 1.8 
Owned - Possédés 170 55 60 25 15 - - - - - 5 2.2 
Rented - loués . 265 160 80 5 10 5 - - - - - 1.6 
D 3 rooms - 3 pièces 730 330 205 100 40 15 20 10 5 - - 2.1 
Owned - Possédés 300 90 95 50 35 5 10 5 5 5 - 2.5 
Rented - Loués 430 240 115 45 10 10 5 - § - - 1.7 
4 rooms - 4 piéces 1,325 390 485 220 135 35 40 10 10 - 5 2.4 
Qwned - Possédés 590 185 200 95 60 20 15 10 - - - 2.4 
Rented - Loves 735 205 280 130 70 10 20 5 5 - 5 2.3 
5 rooms - 5 piéces 1,450 170 480 325 265 135 50 20 5 5 - 3.0 
Owned - Possèdés 790 75 260 160 165 65 40 15 5 5 - 3. 
Rented - loués 675 95 220 165 100 70 15 5 - - - 2.8 
6 rooms - 6 piéces 1,340 110 350 255 415 145 45 10 10 - 5 3.3 
Owned - Possédés 615 45 155 110 195 65 25 10 5 - . 3.4 
Rented - Loués 730 65 190 140 220 go 20 5 - - 5 3.2 
7 rooms - 7 piéces 925 §5 190 170 300 135 50 5 5 - - 3.5 
Owned - Possédés 595 25 135 100 195 100 25 5 5 5 - 3.6 
Rented - loués 325 30 55 70 105 35 30 5 - - - 3.5 
8 rooms - 8 pièces 545 30 95 125 155 85 40 15 - 5 - 3.7 
Owned - Possédés 400 20 70 70 130 60 35 10 - 5 - 3.8 
Rented - loués | 150 10 25 55 25 20 5 - - - - 3.3 
9 rooms - 9 piéces 285 - 60 55 85 45 35 - 5 - - 3.9 
Owned - Possédés 240 - 45 40 70 35 35 - 5 - - 4.0 
Rented - Loués : 45 - 15 15 15 - 5 - - - - 3.2 
10 roons and over - 
10 pièces et plus ~ 315 40 25 40 115 25 40 20 5 7 5 4.1 
Owned - Possédés 220 - 15 20 110 15 30 15 5 - - 4.4 
Rented - Loués 95 40 10 15 5 10 10 - - - 10 3.5 
Average number of rooms - 
Nombre moyen de pièces 5.4 3.9 4.9 5.6 6.4 6.4 6.7 6.9 6.5 6.2 7.3 
Owned - Possédés 5.8 4.1 5.2 5.7 6.7 6.7 7.0 7.0 7.0 6.3 3.0 
Rented - loués 4.9 3.8 4.7 5.6 5.8 5.9 6.1 6.5 4.9 5.7 8.4 


See notels) at end of table. - Voir note à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur ies données-échantitlon (20%) 


Average 
number of 
pergons 


Households by number of persons 


privete Ménages selon le nonbre de personnes 


Number of rooms per dwelling 

and tenure households househe!¢ 

Nombre de piéces par logement Tore! br 

, : 
et mode d’occupation ménages 
privés personnes 
par 
ménage 


Urban - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 4,980 975 1,385 920 1,035 390 205 45 15 10 5 2.9 
Owned - Possédés 2,710 280 705 490 740 270 160 50 10 10 - 3.3 
Rented - loués 2.260 695 675 435 290 115 50 - - - 5 2.4 
1 room - 1 pièce 95 80 15 - 10 - - - - - - 1.3 
Owned - Possédés - - - - - - - - - - - = 
Rented - Loues 95 75 15 - 5 - - - - - - 1.3 
2 rooms - 2 piéces 230 145 70 5 5 5 - - - - - 1.5 
Owned - Possédes 25 10 10 5 - - - - - - - 1.9 
Rented - Loués 205 135 55 - 10 5 - - - - - 1.5 
3 rooms - 3 pièces 415 230 100 65 10 5 5 | - - 1.8 
Owned - Possédés 85 30 20 20 5 - 5 - - - - 2.3 
Rented - loués 330 200 85 40 - 10 - - a - - 1.6 
4 rooms - 4 piéces 900 295 350 145 75 5 25 - - - - 2.1 
Owned - Possédés 355 140 125 55 20 - 5 - - - - 2.0 
Rented - Loués 545 155 225 95 50 5 15 - - - - 2.2 
5 rooms - 5 pièces 845 80 295 220 145 65 25 10 - 5 : 3.0 
Owned - Possédés 530 45 190 115 105 40 25 10 - 5 - 3.1 
Rented - Loués 320 40 110 105 35 25 - - - - - 2.7 
6 rooms - 6 pièces 830 60 235 165 265 75 15 5 - . - 3.2 
Owned - Possédés 445 30 125 90 140 40 15 10 - - - 3.3 
Rented - loués 385 35 115 80 120 40 - - - - - 3.0 
7 rooms - 7 piéces 690 35 160 130 225 105 35 - - - - 3.5 
Owned - Possédés 510 15 125 85 175 90 20 - - - - 3.5 
Rented - Loués 180 15 35 40 50 20 15 - - - - 3.3 
8 rooms - 8 pièces 430 20 75 105 125 60 30 10 - 5 - 3.7 
Owned - Possédés 345 15 60 60 115 55 25 15 - 5 - 3.8 
Rented - Loués 85 5 15 45 “10 10 - - - - - 3.0 
9 rooms - 8 pièces 260 - 50 55 80 35 30 - 5 - - 3.9 
Qwned - Possédés 225 - 40 40 70 35 35 - 10 - - 4.0 
Rented - loués 35 - 15 15 10 - - . - - - 2.8 
10 rooms and over - 
10 pièces et plus 280 30 20 40 100 20 35 20 5 - 5 4.2 
Owned - Possédés 195 - 15 20 100 10 25 20 5 - - 4.5 
Rented - loués 80 35 10 15 - 10 10 - - - 5 3.4 
Average number of rooms - 
Nombre moyen de pièces 5.7 3.9 5.2 6.0 6.8 6.8 7.2 8.4 8.5 6.7 10.0 
Owned - Possédés 6.5 4.5 5.8 6.2 7.3 7.1 7.5 8.4 9.5 6.7 -- 
Rented - Loués 4.7 3.6 4.6 5.7 5.7 6.0 6.2 -- -- -- 10.0 


See note(s) at end of table. - Voir nota à ta fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantition (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private Ménages selon le nombre de personnes 


i : per 
Number of rooms per dwelling households household 
and tenure . e 
Nombre de pièces par logement Total me 
: et mode d'occupation ménages 7 PA 
privés personnes 
par 
ménage 


Rural - Régions rurales 


Total occupied private 


dwellings - 
Total des logements prives 
occupés 2,610 505 705 415 530 245 120 45 30 5 10 3.0 
Owned - Possédés 1,285 255 360 200 245 110 60 30 20 5 - 3.0 
Rented - Loués 1,325 255 350 220 280 130 60 15 10 5 5 3.0 
1 room - 1 piéce 135 65 50 15 to 5 - - - - - 1.8 
Owned - Possédés 85 40 35 15 10 - - - - - - 2.0 
Rented - loués 45 25 15 - - - - - - - - 1.6 
2 rooms - 2 piéces 205 70 70 25 25 5 5 - - - 5 2.2 
Owned - Possédés 145 45 55 20 20 5 5 - - - - 2.3 
Rented - Loués 60 25 20 5 5 - - - - - - 1.9 
3 rooms - 3 pièces 310 100 105 40 35 10 10 5 5 - - 2.5 
Owned - Possédés 205 60 75 30 20 10 5 10 5 5 - 2.6 
Rented - Loués 105 40 30 10 10 - 5 - - - - 2.2 
4 rooms - 4 piéces 425 85 130 75 60 25 10 10 5 1. 5 2.9 
Owned - Possédés 240 45 70 45 40 20 10 10 5 - 5 3.1 
Rented - Loués 180 50 60 35 25 10 - 5 5 - - 2.6 
5 rooms - 5 pièces 615 90 190 105 120 65 30 10 S 5 - 3.1 
Owned - Possédés 260 30 75 45 60 30 15 5 - 5 - 3.2 
Rented - Loués 350 60 110 60 - 65 35 15 5 - 5 - 3.0 
6 rooms - 6 pièces 510 50 110 85 155 70 25 5 5 - 5 3.5 
Owned - Possédés 175 20 30 25 55 20 10 5 5 - - 3.6 
Rented - loués 345 30 75 65 100 50 20 5 - - - 3.4 
7 rooms - 7 piéces 235 20 25 45 75 35 15 10 5 § - 3.8 
Owned - Possédés 80 5 5 15 25 20 5 - 5 - - 4.0 
Rented - Loués 150 15 20 30 50 15 10 5 - - - 3.7 
8 rooms - 8 pièces 110 10 20 20 30 20 10 - 5 - - 3.7 
Owned - Possédés 50 5 10 10 15 5 5 - - - - 3.8 
Rented - Loués 60 5 15 10 20 10 5 - - - - 3.6 
9 rooms - 9 pièces 30 - 5 5 10 5 5 - - - - 4.0 
Owned - Possédés 15 - - 5 5 5 - - - - - 3.8 
Rented - Loués 15 - - - 5 5 - - - . - 4.3 
10 rooms and over - 
10 pièces et plus 40 5 5 5 10 5 5 5 - - - 3.9 
Owned - Possédés 20 5 5 - 5 5 5 - - - - 3.9 
Rented - loués 15 5 5 - 5 - 5 - - - - 3.9 
Average number of rooms - 
Nombre moyen de piéces 4.8 3.9 4.3 4.9 5.5 5.8 5.8 5.3 5.3 5.6 5.8 
Owned - Possédés 4.4 3.6 3.9 4.4 5.1 5.7 5.7 4.8 5.4 5.6 3.0 
> Rented - Louës 5.2 4.2 4.8 5.4 5.8 5.8 6.0 6.5 4.9 5.7 7.2 


See note(s) at end of table, - Voir nota à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur ies données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Total 
private Ménages selon le nonbre de personnes 


Number of rooms per dwelling households household 
Nombre de pieces par logement Total Nonbre 
. et mode d'occupation ces moyen 
ménages 
privés personnes 
per 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 2,610 505 710 415 530 245 120 45 25 10 5 3.0 
Owned - Possedés 1,285 255 360 195 245 110 60 35 20 5 5 3.0 
Rented - Loués 1,325 255 345 220 280 130 60 15 10 5 5 3.0 
1 room - 1 pièce 135 60 50 15 10 - - > - - - 1.8 
Owned - Possédés 90 40 35 15 10 - - - - - - 2.0 
Rented - Loués 45 25 15 - 5 - - - - - - 1.6 
2 rooms - 2 pièces 200 75 70 25 20 5 5 - - - - 2.2 
Owned - Possédés 140 45 50 15 20 5 5 - - - - 2.3 
Rented - Loués 60 30 20 5 5 - § - - - - 1.9 
3 rooms - 3 pièces 310 100 105 40 35 10 5 10 5 - - 2.5 
Owned - Possédés 210 60 75 25 25 5 5 10 - - - 2.6 
Rented - Loués 100 40 30 10 10 5 5 - - - - 2.2 
4 rooms - 4 piéces 425 90 130 75 60 30 15 15 5 - - 2.9 
Owned - Possédés 240 45 70 40 40 20 10 10 5 - - 3.1 
Rented - Loués 180 50 60 35 20 10 5 5 5 - - 2.6 
5 rooms - 5 piéces 615 90 185 105 120 65 30 5 - - - 3.1 
Owned - Possédés 255 30 75 45 55 30 10 5 5 - - 3.2 
Rented - Loués 350 60 110 60 65 35 10 5 - 5 - 3.0 
6 rooms - 6 pièces 515 50 110 85 150 70 30 5 5 - - 3.5 
Owned - Possédés 175 20 35 25 50 20 10 5 5 - - 3.6 
Rented - Loués 340 30 75 65 105 50 20 - - - 5 3.4 
7 rooms - 7 pièces 230 15 25 45 75 30 15 5 5 - - 3.8 
. Owned - Possédés 80 10 10 15 25 15 5 5 - 5 - 4.0 
Rented - Loues 150 10 20 30 50 20 15 5 5 - - 3.7 
8 rooms - 8 piéces 110 10 20 20 30 15 10 5 - - - 3.7 
Owned - Possédés 50 5 10 5 15 5 5 - - - - 3.8 
Rented - Loués 60 5 15 10 15 10 5 - - - - 3.6 
9 rooms - 9 pièces 30 - 5 5 10 10 - - . - - 4.0 
Owned - Possèdés 15 - - - 5 5 - - - - - 3.8 
Rented - loués 15 - - - 5 5 5 - - - - 4.3 
10 rooms and over - 
10 pièces et plus 40 10 10 - 10 10 5 - 5 - - 3.9 
Owned - Possédés 20 5 5 5 5 5 5 - 5 - . 3.9 
Rented - loues 20 5 5 - 5 5 - - - - - 3.9 
Average number of rooms - 
Nombre moyen de pièces 4.8 3.8 4.3 4.9 5.5 5.8 5.8 5.3 5.3 5.6 5.8 
Owned - Possédés 4.4 3.6 3.9 4.4 5.0 5.7 5.7 4.8 5.4 5.6 3.0 
Rented - Loués 5.2 4.2 4.8 5.4 5.8 5.8 6.0 6.5 4.9 5.7 7.2 


See notels) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 

Households by number of persons ia f 

Total Ménages selon le nom persons 
private ges l | bre de personnes r 


Number of rooms per dwelling 
and tenure households household 
Nombre de pièces par logement Total en 
et mode d'occupation ménages 7 de 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés - - a - - - - - - - - 4.0 
Owned - Possédés - - - - - - - - - - - 4.0 
Rented - Loves - - - - - - - - - . - -- 
1 room - 1 piéce - - - - - - - - - - - -- 
Owned - Possédès - - - - - - - - . - - -- 
Rented - Loués - - - - - - - - - - - -- 
2 rooms - 2 piéces - - - - - - . - - . | -- 
Owned - Possédés - - - - | - - - - - - - -- 
Rented - Loués - - - re - - - - - . - -- 
3 rooms - 3 piéces - - - - - - - - - - - - 
Owned - Possédés - - - - - - - - - - - -- 
Rented - Louës - - - - - . - - - . - -- 
4 rooms - 4 pièces - - - - - - - - - - - -- 
Owned - Possédés - - - - - . - - - - - - -- 
Rented - Loués - - - - . - - - - - - -- 
5 rooms - 5 piéces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - - - - -- 
Rented - Loués - - - - - - - - . - - -- 
6 rooms - 6 pièces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - = - - - - ei 
Rented - Loues - - - - - - - - - - - a+ 
7 rooms - 7 pièces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - - - - _ 
Rented - Loués - - - - - - - - Le - . -- 
8 rooms - 8 pièces - - - - - - - . - . . 4.0 
Owned - Possédés - - - - - - - - - - - 4.0 
Rented - toués - - - - - - - Le - - - -- 
8 rooms - 9 pièces - - - - - - - - - - - -- 


Owned - Possédés - - - - - - - - - - - -- 
Rented - Loués - - - - - - - - - - - -- 


10 rooms and over - 

10 piéces et plus - - - - - - - - - - - -- 
Qwned - Possédés - - - - - - - - - - - -- 
Rented - Loués ‘ - - - - - - - - - - - = 


Average number of rooms - 
Nombre moyen de pièces 8.0 -- -- -- 


0 
Owned - Possédés 8.0 = oa -- 0 -- -- = ose eu -- 
Rented - Loués -- -- -- -- -- -- -- -- -- -- -- 


See note(s) at end of table. - Voir nota à is fin du tableau. 
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Tabte 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 


Tota Ménages selon le nombre de personnes persons 
private 9 p per 


Number of rooms per dwelling - 
and tenure households household 
Nombre de pièces par logement Total ven 
et mode d'occupation nénages 3 7 10+ de 
prives : personnes 
par 
. ménage 


Northwest Territories - 
Territoires du Nord-Ouest 


Househotds by number of persons 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 15,530 1,940 2, 105 1,840 2,090 1,280 805 505 385 230 350 3.8 
Owned - Possédés 2,615 310 495 450 540 330 195 105 70 40 80 3.9 
Rented - loués 8,920 1,630 1,610 1,390 1,550 950 615 400 315 190 270 3.8 
J room - 1 pièce 490 280 70 40 35 15 20 15 10 5 5 2.3 
Owned - Possédès 155 50 15 20 20 5 15 10 10 5 5 3.7 
Rented - Loués . 330 235 55 15 15 5 5 10 5 - - 1.7 
2 rooms - 2 pièces 635 305 115 80 45 25 25 15 10 5 10 2.4 
Owned - Possédés 165 45 25 20 15 20 15 10 5 5 5 3.8 
Rented - loués 470 255 95 55 30 5 5 - - - - 1.9 
3 rooms. - 3 pièces 1,420 530 300 160 125 110 55 30 40 20 40 2.9 
Owned -. Possédés 300 45 55 45 35 30 20 15 . 20 15 20 4.4 
Rented - Loues 1,120 490 245 115 95 80 35 20. 20 5 20 2.5 
4 rooms - 4 pièces 2,215 390 480 370 310 200 160 110 95 45 55 3.7 
Owned - Possédés 375 7¢ 90 65 69 35 15 10 10 5 15 3.6 
Rented - Loués 1,835 325 390 300 255] 165 145 100 80 35 40 3.7 
5 rooms - 5 pièces 2,915 230 545 520 585 365 230 160 110 75 105 4.2 
Qwned - Possédés 540 45 135 95 115 60 40 15 10 5 20 3.9 
Rented - loués 2,375 180 410 420 475 310 185 145 100 70 85 4.3 
6 rooms - 6 pièces 2,060 125 365 375 500 265 145 go 70 55 75 4.2 
Owned - Possédés 415 35 95 80 100 55 20 10 5 5 5 3.5 
Rented - Loués 1,650 90 270 285 395 215 120 75 65 50 75 4.4 
7 rooms - 7 piéces 935 45 120 165 | 240 140 85 35 30 20 45 4.5 
Owned - Possédés 280 15 40 50 80 50 25 10 5 5 5 3.9 
Rented - Loués 660 35 80 115 155 90 65 25 25 20 45 4.7 
8 rooms - 8 pièces ags 20 65 75 150 85 55 20 5 10 10 4.3 
Owned - Possédés 195 - 20 35 60 35 25 5 5 - 5 4.3 
Rented - Loués 295 15 40 35 80 50 30 10 5 10 10 4.4 
9 rooms - 9 pièces 210 10 15 30 55 45 25 15 . 5 - § 4,5 
Owned - Possédés 90 5 5 10 25 30 10 10 - - - 4.7 
Rented - Loués 115 5 15 20 30 20 15 5 5 - - , 4.4 
10 rooms and over - 
10 pièces et plus 165 10 15 25 45 30 20 10 5 - - 4.1 
Owned - Possédés 95 5 10 15 30 15 10 5 5 - - 4.4 
Rented - loués 70 10 "5 15 20 10 5 5 - - - 3.7 


Average number of rooms - 


Nombre moyen de pièces 4.9 3.4 4.6 5.1 5.5 5.5 5.3 5.1 5.0 5.1 5.1 
Owned - Possédés . 5.2, 3.8 5.0 5.3 5.9 5.8 5.4 5.3 4.5 3.7 4.0 
Rented - Loués 4.8 3.3 4.5 5.0 5.4 5.3 5.3 5.1 5.11 . 5.4 5.5 


See note(s) at end of table. - Voir note à la fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
” ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
number of 
peers 


Households by number of persons 


private Ménages selon le nombre de personnes 


Number of rooms per dwelling 
, and tenure households househotd 
‘Nombre de piéces par logement real Ser 
, : 
et mode d'occupation ménages 
privés personnes 
par 
ménage 


Urben - Régions urbaines 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 6,775 1,380 - 4,580 1,225 1,315 685 325 110 60 35 50 3.1 
Qwned - Possédés 1,765 205 385 345 410 235 110 45 15 5 15 3.5 
Rented - Loués 5.0007 | 1,170 1,195 880 910 455 220 70 45 25 35 3.0 
1 room - 1 pièce 260 205 45 10 5 - - - - - - 1.3 
Owned - Possédès 20 15 - 5 5 - - - - - - 1.7 
Rented - loués 235 190 40 - - - - - - - - 1.2 
2 rooms - 2 piéces 335 205 75 25 15 5 5 - - - 5 1.7 
Owned - Possédés 50 20 10 5 - 5 - - - - - 2.4 
Rented - loués 290 185 70 20 5 - - - - - - 1.6 
3 rooms - 3 piéces 790 415 225 75 40 20 10 5 5 - 5 1.9 
Owned - Possédés — 100 30 35 20 10 10 - 5 - - - 2.7 
Rented - Loués 685 390 185 55 30 10 § - - - 5 1.8 
4 rooms - 4 piéces 1,065 275 365 210 120 35 30 10 15 5 10 2.6 
Cwned - Possédés 230 50 75 50 25 15 5 - 5 - 5 2.8 
Rented - Loués 835 230 295 160 90 25 25 5 10 5 5 - 2.5 
5 rooms - 5 piéces | 1,545 140 | 400 355 360 165 65 25 15 10 15 3.4 
Owned - Possédés 395 35 105 85 90 40 20 5 5 - - 3.3 
Rented - loués 1,150 100 295 270 265 125 40 20 10 10 10 3.4 
6 rooms - 6 pièces 1,365 80 295 295 370 195 | 80 15 10 10 10 3.6 
Owned - Possédés 360 35 go 75 95 50 15 10 - - - 3.4 
Rented - Loués 1,000 45 205 220 275 145 65 10 10 “10 10 3.7 
7 rooms - 7 pièces 670 30 95 130 200 120 60 20 5 . 5 3.9 
Owned - Possédés . : 245 15] 35 50 80 45 15 - - - - 3.8 
Rented - Loués 430 15 60 85 120 70 45 15 5 - 5 4.0 
8 rooms - 8 pièces 420 10 55 75 130 80 45 15 5 a) 5 4.2 
Owned - Possédés 190 - 20 40 60 30 20 5 - - 5 4.2 
Rented - Loués 230 10 30 35 75 45 20 5 5 5 . ot 4.2 
3 rooms - 9 pièces : 170 5 10 25 45 40 25 15 5 - - 4.5 
Owned - Possédés 85 - 5 "10 25 20 10 10 - |. - - 4.6 
Rented - loués 80 5 10 15 20 20 15 - - ue - 4.3 
10 rooms and over - 
10 pièces et plus, . 150 10 15 30 40 25 20 10 5 - - 4.2 
Owned + Possedés go 5 10 15 25 15 10 5 5 - - 4.4 
Rented - loués 60 5 5 10 20 10 5 5 - - - 3.9 


Average number of rooms - 


Nombre moyen de pièces 5,1 3.3 4.7 5.5 6.0 6.3 6.4 6.6 6.2 5.6 5.4 
Owned - Possédés 5.9 4.3 5.3 5.9 6.5 6.6 6.9 7.2 7.3 5.4 5.6 
D . Rented - Loués 4.8 3.2 4.5 5.3 5.8 6.1 6.2 6.2 5.8 5.7 5.4 


See notes] at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
number of 
persons 


Households by number of persons 


Total Me - 
private énages selon le nombre de personnes 


i per 
Nusper ang tenure avel ting households household 
Nombre de piéces par logement Total Nombre 
et mode d’occupation des 3 7 10+ moyen 
ménages de 
privés personnes 
par 
ménage 


Rural! - Régions rurales 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 4,760 560 520 620 775 - 590 475 400 325 200 300 4.8 
Owned - Possédés 840 105 110 110 130 95 90 65 50 35 65 4.8 
Rented - Loués 3.915 455 415 510 640 500 390 335 270 160 235 4.8 
1 room - 1 pièce 230 70 30 30 30 10 15 15 15 - 5 3.5 
Owned - Possédés 130 30 15 20 15 10 15 10 10 5 5 4.1 
Rented - Loués 95 40 15 10 10 5 - 5 10 - . 2.8 
2 rooms - 2 piéces 300 95 40 55 35 15 20 10 10 5 10 3.3 
Owned - Possédés 120 25 10 20 15 10 15 5 5 5 756 4.4 
Rented - loués 180 70 30 40 20 10 - 5 5 - - 2.6 
3 rooms - 3 piéces 630 115 80 85 go 85 50 25 30 15 30 4.2 
Owned - Possédés 195 10 30 30 25 20 20 15 45° 10 20 5.3 
Rented - Loués 435 105 55 60 65 70 35 15 20 5 15 3.8 
4 rooms - 4 pièces 1,150 115 115 160 190 165 130 100 80 40 45 4.7 
Owned - Possédés 150 20 10 15 30 20 5 10 10 10 15 4,9 
Rented - Loués 1,000 95 100 145 165 150 120 95 78 30 35 4.7 
5 rooms - 5 pièces 1,370 85 145 160 225 195 160 140 85 65 80 5.1 
Owned - Possédés 145 10 25 10 25 15 15 10 5 5 20 5.2 
Rented - Loués 1,225 75 120 155 205 180 145 130 90 60 75 5.1 
6 rooms - 6 pièces 700 45 70 80 130 70 60 70 60 45 65 5.4 
Owned - Possédés 55 5 5 15 10 10 5 5 - - - 4.4 
Rented - Loués 645 45 65 70 125 65 60 65 55 45 65 5.4 
7 rooms - 7 pièces 265 15 20 35 35 20 . 30 20 25 20 45 5.9 
Owned - Possédés 30 - 5 5 5 5 5 5 - - - 5.3 
Rented - Loués 230 15 20 30 30 20 20 15 25 20 45 6.0 
8 rooms - 8 pièces 75 § 15 5 15 5 10 5 5 5 10 5.3 
Owned - Possédés 10 - - 5 5 - § - - - - 5.9 
Rented - Loués 65 5 15 - 15 10 5 5 - 5 5 5.2 
9 rooms - 9 pièces 40 - - 5 10 5 - - - - 5 4.6 
Owned - Possédés 5 - . - - - - > - - - 4.8 
Renied - Loués 30 5 - 5 10 - - 5 5 - - 4.5 
10 rooms and over - 
10 pièces et plus 15 - 5 - 10 5 - - - - - 3.4 
Owned - Possédés 5 - 5 - - 5 - - - - - - 4.2 
- Rented - Loués 10 . . - - - - - - - - 2.9 


Average number of rooms - 


Nombre moyen de pièces 4.5 3.5 4.4 4.3 4.7 4.5 4.5 4.7 4,7 5.0 5.1 . 
Owned - Possédés 3.5 2.7 3.7 3.4 3.9 3.8 3.5 3.9 3.5 3.4 3.6 
Rented - Loués 4.7 3.7 4.6 4.5 4.8 4.6 4.8 4.9 5.0 5.3 5.5 


See note(s) at end of table. - Voir nota à le fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


D Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Average 
nunber of 
Perses 


Households by number of persons 


Total 
private 


Ménages selon le nombre de personnes 


Number of rooms per dwelling households household 
and tenure . 
Nombre de piéces par logement Total Nonbre 
et mode d’occupation ,des moyen 
ménages 
privés personnes 
par 
ménage 


Non-farm - Non agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 4,760 560 520 615 775 595 480 395 325 195 300 4.8 
Owned - Possédés 840 105 110 105 130 90 85 65 "50 35 65 4.8 
Rented - Loués 3.915 460 ai 510 645 495 390 335 270 "160 235 4.8 
1 room - } pièce 230 70 7 35 30 30 10 20 15 10 5 10 3.5 
Owned - Possédés 130 35 20 20 20 10 15 10 5 - 5 4.1 
Rented - Loues 95 45 15 10 10 5 5 5 5 - - 2.8 
2 rooms - 2 pièces 295 95 40 55 35 15 20 15 10 5 5 .3 
Owned - Possédès 120 25 10 15 10 10 15 10 10 5 5 4.4 
Rented - Loués 180 75 25 40 20 5 5 5 5 - - 2.6 
3 rooms - 3 piéces 630 115 80 85 90 95 50 30 35 20 30 4.2 
Owned - Possédés 195 15 30 25 30 25 20 10 15 10 20 5.3 
Rented - loués 430 105 55 60 60 65 35 20 15 5 15 3.8 
4 rooms - 4 piéces 1, 145 115 110 165 195 165 130 105 85 35 45 4.7 
Owned - Possédés 145 20 15 15 25 20 10 10 10 5 15 4.9 
Rented - Loués 1,000 95 100 145 165 150 120 95 75 30 35 4.7 
i 
5 rooms - 5 pièces 1,370 85 145 160 225 200 165 140 95 60 85 5.1 
Owned - Possédés 150 10 25 10 25 20 15 10 10 5 15 5.2 
Rented - Loués . 1,225 80 120 150 200 180 150 125 90 60 70 5.1 
6 rooms - 6 pièces 700 45 70 80 130 75 65 70 55 45 65 5.4 
Owned - Possédés 55 - 5 10 10 10 5 5 - - - 4.4 
Rented - loués 545 45 60 70 125 60 60 65 55 45 65 5.4 
T rooms - 7 pièces 265 15 25 35 35 20 25 15 25 20 45 5.9 
Owned - Possédés 30 5 - 5 5 - 5 5 - - - 5.3 
Rented - loués 230 15 20 30 30 20 20 10 25 20 40 6.0 
8 rooms - 8 pièces 75 5 10 - 1§ 5 5 5 5 5 5 5.4 
Owned - Possédés 5 - - - . - 5 - - - 5 5.9 
Rented - loués 65 5 10 - 15 5 5 5 5 5 5 5.2 
9 rooms - 9 pièces 40 - 5 5 15 5 - 5 - - - 4.6 
Owned - Possédés 5 - - - - - - - - - - 4.8 
Rented - Loués 35 - 5 5 10 5 - 5 5 - 5 4.5 
10 rooms and over - 
10 pièces et plus 10 5 | - - 5 - - - - - - 3.5 
Owned - Possédés 5 - - - 5 - - 5 - - - 4.6 
Rented - Loués 10 - 5 - - - - - - - - 2.9 


Average number of rooms - 
Nombre moyen de pièces 


Owned - Possédés 
Rented - loués 


Pw eh 
sot 
PW 
On 
fw 
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See notels) at end of table. - Voir nota à ta fin du tableau. 
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Table 2. Occupied Private Dwellings by Number of Rooms and Tenure, Showing Number of Persons per Household, 
for Canada and Provinces, Urban, Rural Non-farm and Rural Farm, 1981 


Tableau 2. Logements privés occupés selon le nombre de pièces et le mode d'occupation, par nombre de personnes par € 
ménage, Canada et provinces, régions urbaines et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur tes données-échantillon (20%) 


Average 
number of 
persons 


Households by number of persons 


Ménages selon le nombre de personnes 


Total 
private 


Number of rooms per dwelling households household 
and tenure . 
Nombre de pièces par logement Total se 
et mode d'occupation ménages 
privés personnes 
par 
ménage 


Farm - Agricoles 


Total occupied private 


dwellings - 
Total des logements privés 
occupés 5 - - - - - - - - - - 3.5 
Owned - Possédés 5 - - - - - - - - - - 3.5 
Rented - Loués - - - - - - - - - - - -- 
1 room - 1 piéce - - - - - - - - - - - -- 
Owned - Possedes - - - - - - - - - - - -- 
Rented - Loués - - - - - - - - - - - -. 
2 rooms - 2 piéces - - - - - - - - - - - -- 
Owned - Possédés - |: - - - - -| - - - - - _ 
Rented - Loués - - - - - - - - - - - -- 
3 rooms - 3 pièces - - - - - . - - - - - -- 
Owned - Possédés - - - - - - - - - - - -- € 
Rented - Loués - - - - - - - . - - - -- 
4 rooms - 4 pièces : - - - - - - - - - - - 5.0 
Owned - Possédés - - - - - - - - . - - 5.0 
Rented - Loues - - - - - - - - - - - a. 
5 rooms - 5 pièces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - . - - - - -- 
Rented - Loués - - - - - - - - - - - -- 
6 rooms - 6 piéces - - - - - - - - - - - =. 
Owned - Possédés - - - - - - - - - - - -- 
Rented - Loues . - - - - - - - - - - - a 
7 rooms - 7 piéces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - - - - -- 
Rented - Loués - - - - - - - - - - - -- 
8 rooms - 8 piéces - - - - - - - - - - - -- 
Owned - Possédés - - - - - - - - . - - -- 
Rented - Loués - - - - - - - - - - - -- 
9 rooms - 9 pièces - - - Lo - - - - - - - .. 
Owned - Possédés - - - - - - - - - - - a 
Rented - Loués - - - - - |: - - - - - - -- 
10 rooms and over - 
10 pièces et plus - - 5 - - - - - - - - 2.0 
Gwned - Possédes 5 - - - - - - - - - - 2.0 


Rented - Loués - - - - - - - - - - - - 


Average number of rooms - 

Nombre moyen de piéces | 7. 
Owned - Possédés 7. 
Rented - Loués - 


Note: For additional information concerning the data, see "Special Notes" section of text. - Nota: Pour obtenir plus de renseignements 
concernant les données, voir !a section "Notes spéciales" du texte. 
Calculations based on unrounded data. - Les calculs sont basés sur des données non arrondies. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 

Tableau 3. Logements privés occupés selon ie mode d'occupation, par nombre de pièces et nombre moyen 

de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 

et rurales agricoles, 1981 


Based on 20% sample data - Basé sur tes données-échantillon (20%) 


CANADA 


Total 


Urban: - Régions urbaines: 


Total 


Tenure 


Mode d‘occupation 


Total 
Owned - Possédés 
Rented - Loués 


Total 
Owned - Possédés 
Rented - Loués 


500,000 and over - 
500,000 et plus 


Total 
Owned - Possédés 
Rented - Loués 


100,000 - 499,989 


Total 
Owned - Possédés 
Rented - Loués 


30,000 - 99,998 


Total 
Owned - Possédés 
Rented - Loués 


10,000 - 29,988 


Total 
Owned - Possédés 
Rented - Loués 


5,000 - 9,989 


Total 
Owned - Possédés 
Rented - Loués 


2,500 - 4,898 


Total 
Owned - Possédés 
Rented - Lougs 


1,000 - 2,499 


Rural: - Régions rurales: 


Total 


Total 
Owned - Possédés 
Rented - Loués 


Totel 
Owned - Possédés 
Rented - Loués 


See notels] at end of table. 


Average 
econ vied number 
privete Dwetlings by number of rooms of rooms 
: - per 
dwe! lings Logements selon le nombre de pièces dwelling 
Total Nombre 
moyen 
logements de pièces 
prives 7 par 
occupes logement 
8,281,530 1105, 850 | 229,505 | 783,470 | 1,302,715 | 1,723,345 | 1,515,290 | 1,084,560 | 770.215 | 388,335 | 378, 250 5.7 
5,141,930] 8.235! 20,300! 81,120 401,815 | 1,069,040 | 1,208,005 947,025 | 702,105 | 359.375 | 344,910 6.6 
3, 139,600 | 97,615 | 209,205 | 702,355 900, 900 654, 305 307,280 137,525 | 68,110 | 28,965 | 33,340 4.3 
6,508, 690 | 96,525 | 205,715 | 717,010 | 1,090,700 | 1,310,005 | 1,135,420 807,665 | 576,195 | 292,280 | 277, 180 5.6 
3,652,245 | 2,485 7.935 | 45,080 250,010 722,825 875,350 698,390 | 525,890 | 271,550 | 252,730 6.7 
2,856,445 | 94,035 | 197,780 | 671,935 840,695 587,180 260,070 109,275 | 50,300 | 20,730 | 24,450 4.2 
3,620,420 | 73,705 | 137,120 | 469,905 634,360 686,115 580,880 415,460 | 311,650 | 158,815 | 152,410 5.4 
1,841,295 | 1,460 4,030 | 24,530 111,720 335,310 435,760 355,540 | 284,885 | 148,235 | 139,825 6.8 
1,779,125 | 72,240 | 133,090 | 445,375 522,645 350,800 145,120 59.920 | 26.765 | 10.580 | 12,580 4.1 
907,490} 8,375 | 21,725 | 93,950 144,370 180,690 170,145 123,015 | 84,165 1 42,340 | 38,720 5.7 
539,510 255 775 5,225 35,475 103,815 134,415 107,980) 77,015 | 39,325 | 35,230 6.7 
367,940 | 8,120] 20,950] 88,725 108,895 76,875 35.730 15,035 7,150 3,020 3,490 4.3 
698,050 | 5,895 | 16,880 | 60,050 415, 800 150, 060 129,910 81,565 | 63,740] 33,280 | 30,870 5.7 
421,340 220 665 4,110 30, 160 89,010 100, 455 79,835 | 58.095} 30,910] 27,880 6.6 
276.710} 5,675] 16,215} 55,940 85,645 61,050 29,460 11,725 5,645 2,365 2,880 4.4 
520,645 | 4,060 12,890 | 41.460 80,870 115,965 100,320 70,815 | 47,495 | 24,060 | 22,720 5.8 
332,195 155 930 3,720 25,030 73,615 80,580 62,110 | 43,390 | 22,195} 20,470 6.5 
188.450 | 3,900 | 11.960 | 37,740 55,840 42,350 19,730 8,705 4,105 1,865 2,250 4.4 
266,210) 1,665 6,150] 19,405 40,390 60,005 53,330 37,570] 24,155] 11,945} 11,600 5.8 
173,310 105 480 2,295 14,640 38, 260 41,825 32.270 | 21.885 | 10,975 fF 10,570 6.5 
92,905 | 1,560 5.675 | 17,110 25,750 21,750 11,505 5,295 | . 2,265 970 1,025 4.5 
268,315} 1,740 5,915 [ 18,310 41,180 62,150 53, 150 37,595 | 24,405 | 12,180] 11,700 5.8 
180, 625 130 445 2,310 16,060 42,110 43,075 32,870 | 22,020] 11,095 | 10,500 6.4 
87,690] 1,610 5,465 | 15,995 25,120 20,040 10,075 4,725 2.380 1,085 1,195 4.5 
227,555 1 1,075 5,040 | 13,935 33,725 55.010 47,685 31.645 | 20,595 8,670 9,165 5.8 
163,970 155 610 2,890 16,920 40,695 39,240 27,780 | 18,610 8,815 8,245 6.3 
63.590 920 4,425] 11,045 16, 805 14,315 8,445 3,865 1,985 855 915 4.6 
1,772,840 | 9,330 | 23,790] 66,460 212,010 413,340 379,875 276,890 | 194,020 1 96,055 | 101,075 6.2 
1,489,685 | 5,750 | 12,360] 36,040 151,805 346,220 332,660 248,640 | 176,210 | 87,825 | 92,185 6.3 
283,155) 3,575 | 11,425 | 30,420 60,205 67,125 47,215 28,250] 17,815 8,230 8.890 5.3 


- Voir nota à la fin du tableau. 


3-2 92-932 


Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 : 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total Average 
occupied . number 
private Dwellings by number of rooms of rooms 

: - per 
Tenure dwe! lings Logements selon le nombre de pièces dwelling 
Mode d‘occupation Total Nombre 
es 
logements moyen 
gene, de pièces 
prives 7 10+ par 
occupes logement 
Non-farm - Non agricoles 
Total 1,500, 390" 8,755 | 22,575] 63,185 197,010 370,085 323.090 222,815 | 149,915} 71,7657 71,195 6.0 
Owned - Possédés 1,230,760 | 5,205] 11,240) 32.995 137.855 305,190 278.815 197,085 | 134,215 | 64,445] 63,715 6.2 
Rented - Loués 269,635 | 3,550] 11,340 | 30,190 59.160 64,900 44,270) 25,730] 15,695 7,320 7,485 5,2 
Farm - Agricoles 
Total 272,450 570 1,215 3,270 15,000 43,250 56,785 54,075 | 44,110] 24,290 | 29.870 7.0 
Owned - Possédés 258,925 545 1,125 3,040 13,955 41,030 53,845 51,550} 41,995 | 23,380 | 28,465 7.0 
Rented - Loués 13,525 30 90 235 1,050 2,230 2,945 2,520 2,115 919 1,410 6.8 
Newfoundland - Terre-Neuve 
Total 
Total 148,415 465 1,630 5,740 14,390 32,570 37,735 24,925) 14,605 7,675 8,680 6.2 
Owned - Possédés 119,695 150 540 2,145 8.155 25,430 32,525 22,250] 13,390 7,145 7,980 6.5 
Rented - Loués 28,725 315 1,095 3,595 6,235 7,145 5,215 2,675 1,220 530 695 5.1 
Urban: - Régions urbaines: 
Tota! 
Total 80.070 345 1,085 4.010 8,330 18,810 21,495 14,940 8,860 4,995 6,200 6.3 
Owned - Possédés 66,505 45 170 910 3.995 12,980 17, 380 12, 850 7,935 4,605 5,640 6.7 
Rented - Loués 23,565 300 820 3,105 5,330 5,825 4,115 2,095 g20 395 560 5.0 
100,000 - 499,899 
Total 31,655 285 620 1,900 3.360 5,170 6,350 5,170 3,425 2,235 3,135 6.4 
Owned - Possédés 19,975 20 10 165 650 2.495 4,470 4,225 3,025 2,075 2,850 7.3 
Rented - loués 11.675 260 615 1,735 2,710 2,675 1,875 945 400 165 280 4.9 
10,000 - 29,999 
Total 23,545 10 160 1,020 2.405 4,865 5,810 4,005 2,385 1,420 1,470 6.3 
Owned - Possédés 17,660 5 15 150 915 3,505 4,865 3,485 2,090 1,295 1.330 6.7 
Rented - Loués 5,890 5 145 870 1,495 1,360 945 520 295 125 135 5.1 
5,000 - 9,999 | 
Total 9,855 20 125 380 1,090 2,625 2,525 1,590 775 305 425 6.0 
Owned - Possedés 7,025 - 45 145 595 1,675 1,935 1,320 675 265 380 6.3 
Rented - Louës 2,830 20 75 240 495 950 585 275 105 40 45 5.2 
2,500 - 4,999 
Total 43,515 15 100 405 1,310 3, 150 3,655 2,455 1,200 565 665 6.2 
Owned - Possédés 11,555 - 45 235 930 2.630 3,230 2.205 4,135 525 620 6.3 
Rented - Loués 1,960 15 50 170 380 515 430 255 70 40 45 5.3 
1,000 - 2,489 
Total 11,505 15 a5 305 1, 160 3,000 3, 160 1,720 1,065 475 515 6.1 
Dwned - Possédés 10,290: 20 55 220 gt0 2,670 2,880 1,625 1,010 445 460 6.2 
Rented - Loués 1,210 - 35 85 245 330 280 95 55 30 50 5.5 
Rural: - Régions rurales: 
Total 
Totel 58,350 125 545 1,730 5,065 13,765 16,240 9,980 5,745 2,675 2,475 6.2 
Owned - Possédés 53,190 110 370 1,235 4, 160 12, 450 15, 145 9,395 5,455 2,545 2,340 6.2 
Rented - Loués 5, 160 15 175 495 905 1,315 1, 100 585 295 135 140 5.4 
Non-farm - Non agricoles 
Total 57,910 120 545 1,730 5,055 13, 685 16, 130 8,880 5,680 2,660 2,425 6.2 


See note(s) st end of table. - Voir nota à la fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d’occupation 


Owned - Possédés 
Rented - Loués 


Farm - Agricoles 
Total 


Owned - Possédés 
Rented - Loués 


Prince Edward Island - Île-du- 


Prince-Édouard 
Total 
Total 
Owned - Possédés 
Rented - loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - loués 
10,000 - 29,999 
Total 
Owned - Possédés 
Rented - loués 
1,000 - 2,489 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rureles: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - Loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented - Loués 
Nova Scotis - Nouvelle-Écosse 
Total 
Total 


Owned - Posbédés 
Rented - loués 


See notes] st end of table. 


Average 
occupied number 
private Dwellings by number of rooms of rooms 

e - per 
dwellings Logements selon le nombre de pièces dwelling 
Total Nombre 
lo enents ; moyen 
gene de pièces 
privés 7 par 
occupes logement 
52.760 100 370 1,235 4,150 12,375 15,035 9,295 5,385 2.520 2,290 6.2 
5,150 15 175 495 905 1,310 1,095 585 295 140 135 5.4 
440 5 - - 10 80 110 100 70 20 50 7.0 
430 5 - - 10 75 110 100 65 20 45 7.0 
10 - - - - 5 - - - - 5 7.9 
37.660 210 620 2,170 . 4,690 7,615 7,770 5,480 4,320 2,075 2,710 6.2 
28,500 75 205 340 2.255 5,885 6,470 4,910 3,995 1,900 2,460 6.6 
9,165 140 415 1,825 2,435 1,730 1,300 570 325 180 245 4.8 
14,930 135 355 1,550 2,320 2,920 2,995 1,970 1,205 650 835 5.8 
8,320 5 50 70 490 1,650 2,085 1.630 3,070 585 695 6.7 
6,605 135 305 1,480 1,825 1,275 910 340 135 65 140 4.5 
12,365 135 305 1,320 2,015 2,355 2,350 1,660 990 510 730 5.7 
6.495 5 35 40 345 1,225 1,550 1,350 875 455 610 6.8 
5,870 130 270 1,275 1,670 1,130 800 315 120 50 115 4.5 
2,565 - 50 230 308 565 645 310 215 140 105 5.8 
1,830 - 15 25 145 .425 535 280 200 125 80 6.3 
740 5 35 200 160 145 105 25 20 15 25 4.7 
22,730 75 270 620 2,370 4,700 4,770 3,510 3,115 1,425 1,875 6.4 
20,175 70 160 275 1,765 4,235 4,380 3,280 2,925 1,315 1,765 6.6 
2.555 10 110 345 610 460 395 230 190 110 105 5.3 
19,755 75 260 615 2.325 4,430 4,370 2,910 2,415 1,065 1,285 6.2 
17,250 65 150 270 1,720 3,980 3.985 2,700] | 2,235 960 1, 190 6.4 
2,505 5 110 345 605 455 385 215 180 110 95 5.3 
2.975 5 10 5 45 260 405 600 705 355 590 7.8 
2.925 5 10 5 45 255 395 585 695 355 580 7.8 
55 - - - 5 5 10 15 10 - 15 7.9 
273,195 | 2.285 5,215] 21,295 38,580 56,430 57,980 38,465 | 25,690} 13,440] 13,815 5.9 
195,305 480 1,090 3,610 16,955 40,935 49,740 34,155 | 23,585 | 12,385 | 12,370 6.4 
77,885 | 1,810 4,130] 17,690 21,625 15,495 8, 240 4,305 2,105 1,055 1,440 4.5 


- Voir nota à le fin du tableau, 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen € 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantitlon (20%) 


Average 
pied nunber 
private Dwellings by nunber of rooms of er 
Tenure dwell ings Logements selon le nombre de pièces dwelling 
Mode d'occupation Tote! Nombre 
es 
logements moyen 
gene! de pièces 
prives 7 10+ par 
occupes logement 
Urban: - Régions urbaines: 
Total 
Total 156,805 | 1.670 3,770 | 16.665 25,385 30,295 31,755 20,070] 13,170 6,775 7,250 5.7 
Owned - Possédés 92,075 40 155 1,025 6,590 17,365 25,420 17,1457 11,880 6, 165 6,295 6.6 
Rented - loués 64,730 | 1,630 3,615 1 15,645 18,795 12.935 6,335 2,925 1,295 610 950 4.3 
100,000 - 499,999 
Total 77,695 | 1,335 2.270 | 10,560 14,190 14,080 13,235 8,870 6,200 3,430 3,525 5.5 
Owned - Possédés 37,980 20 50 400 2,325 6,070 8,965 7,280 5,620 3,170 3,070 6.8 
Rented - Loués 39,720] 1,320 2,220 | 10,155 11,865 8,010 3,270 1,585 575 255 460 4.2 
30,000 - 99,999 
Total 10,835 60 310 840 1,415 2,185 2,620 1,600 895 405 515 5.8 
Owned - Possédés 6,995 5 - 40 375 1,470 2,110 1,410 800 345 435 6.6 
Rented - Louës 3,840 55 310 805 1,045 710 505 180 85 55 80 4.5 
10,000 - 29,999 
Total 30,930 110 465 2,245 4,190 6.635 8,070 4,390 2,425 1,180 1,225 5.8 € 
Owned - Possédés 22,760 - 45 260 1,830 5,160 7,115 4,045 2.200 1.100 1,000 6.3 
Rented - Loués 8,170 110 420 1,980 2,355 1,480 955 350 220 80 220 4.5 
5,000 - 9,999 
Total 17,700 110 370 1,440 2,835 3,700 3.465 2,485 1,625 790 880 5.8 
Owned - Possédés 10,650 5 25 175 910 1,985 2,575 2,035 1,450 680 815 6.6 
Rented - Loués 7,045 105 340 1,260 1,925 1,710 890 450 175 115 65 4.6 
2,500 - 4,999 
Total 9,815 25 205 835 1,580 1,640 2,050 1,315 1,060 525 585 6.0 
Owned - Possédés 6,475 - 5 60 520 1,080 1,725 1,140 960 475 505 6.7 
Rented - Loués 3,340 25 195 775 1,065 565 325 165 100 45 80 4.5 
1,000 - 2,489 
Total 9.830 25 155 755 1,170 2,055 2,320 1.415 970 445 520 6.0 
Owned - Possédés 7,215 10 30 80 635 1,600 1,930 1,230 845 390 475 6.5 
Rented - Loués ‘ 2,615 15 125 670 545 460 390 185 125 55 45 4.7 
Rural: - Régions rurales: 
Total 
Total 116, 390 620 1,450 4,635 13.195 26.130 26,225 18.395 | 12.520 6,665 6.560 6.2 
Owned - Possédés 103,240 440 935 2,585 10,370 23,570 24,320 17,010] 11,710 6,220 6,070 6.3 
Rented - Loués 13,150 175 515 2,050 2.825 | - 2,560 1,900 1,385 810 440 490 5.2 
Non-farm - Non agricoles 
Total 111,820 620 1,430 4,610 13.045 25,775 25,470 17,510] 11,645 6,000 5,715 6.1 
Owned - Possédés $8,780 440 915 2,560 10,240 23,220 23,575 16,155) 10,855 5,580 5.235 6.2 
Rented - Loués 13,040 180 515 2,045 2,800 2,560 1,895 1,345 780 420 485 5.2 
Farm - Agricoles 
Total 4,575 - 25 25 150 355 755 885 875 665 850 7.8 
Owned - Possédés 4,460 - 20 20 125 350 745 855 855 645 840 7.8 
Rented - Loués 115 - - . 20 - 10 30 15 20 10 7.1 
New Brunswick - Nouveau- 
Brunswick 
Total 
Total 214,920] 1,190 3,515} 12,395 30,745 47, 820 45,085 30,410] 21,355 | 10,865 11,530 6.0 


See notes] at end of table. - Voir note à le fin du tebleau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de piéces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 


Total 


occupied number 
private Dwellings by number of rooms of rooms 
- . per 
Tenure dweltings Logements selon le nombre de pièces dwelling 
Mode d‘occupation Total Nombre 
logements 4 moyen 
we e pièces 
privés 7 par 
occupes logement 
Owned - Possédés 157,680 425 1,005 2,855 13,860 35,640 37,055 26,965 | 19,420 | 10.035 | 10.410 6.4 
Rented - Loués 57,240 765 2,515 9,545 16,885 12,175 8,035 3,445 1,935 835 1,115 4.7 
Urban: - Régions urbaines: 
Total 
Total 116,595 660 2,285 8,900 19,040 23.875 23.255 15,725 | 10,785 5,585 6,480 5.9 
Owned - Possédés 70,115 40 120 650 4,790 13, 840 17,035 13,210 9,575 5,115 5,740 6.7 
Rented - Loués 46,480 620 2,170 8,250 14,250 10,040 6,220 2.515 1,210 465 735 4.6 
30,000 - 99,889 
Total 71,830 460 1,310 5,760 12,350 13,965 14,290 9,425 6,695 3.495 4,085 5.9 
Owned - Possédés 41,245 45 35 300 2,425 7,740 10,075 7,855 6,020 3,185 3,580 6.8 
Rented - Loues 30,575 440 1,270 5,455 9,920 6,225 4,215] - 1,570 680 300 500 4.6 
10,000 - 29,999 
Total 13,460 110 410 1,125 2,255 2,995 2,400 1,670 1,125 610 755 5.8 
Owned - Possédés 8,125 5 30 110 745 1,820 1,840 1,385 975 545 665 6.6 
Rented - Loués 5,330 105 375 1,020 1,510 1,175 565 285 150 65 85 4.5 
5,000 - 9,999 
Total 11,715 45 235 650 1,645 2,785 2,420 1,690 1,205 505 540 5.9 
Owned - Possédés 6,725 5 20 go 475 1,190 1,605 1,365 1,020 465 485 6.7 
Rented - Loués 4,995 40 220 555 1,170 1,595 815 320 185 40 55 4.9 
2,500 - 4,999 
Total 8,155 30 115 610 1,235 1,600 1,695 1,215 770 375 515 6.0 
Owned - Possédés 5,510 5 10 30 410 1,095 1,380 1,095 700 335 455 6.7 
Rented - Loués 2,645 25 105 580 830 505 315 120 70 45 60 4.6 
1,000 - 2,499 
Total 11,440 20 215 755 1.565 2,535 2,445 1,730 985 595 580 6.0 
Owned - Possédés 8,510 5 25 120 735 1,995 2,130 3,510 855 575 550 6.5 
Rented - Loués 2,935 15 195 640 825 540 315 220 135 20 35 4.6 
Rural: - Régions rurates: 
Total 
Total 88,325 525 1,230 3,495 11,700 23,940 21,835 54,685 | 10,565 5,285 5,050 6.1 
Owned - Possédés , 87,560 385 885 2,200 9,070 21,805 20,020 13,755 9,845 4,920 4,675 6.2 
Rented - Loués 10,760 140 340 1,290 2,630 2,140 1,810 930 725 365 380 5.3 
Non-farm - Non agricoles 
Total 94,560 520 1,230 3.460 11,610 23,535 21,170 13,910 8,840 4.790 4,495 6.1 
Owned - Possédés 83,880 380 885 2,165 8,980 21,420 19,355 13,000 9,125 4,430 4,130 6.2 
Rented - Loués 10,680 145 345 1,295 2,625 2,115 1,805 910 715 365 365 §.3 
Farm - Agricoles 
Total 3,765 5 - 35 95 410 665 775 730 495 555 7.5 
Owned - Possédés 3,685 5 - 35 95 385 665 750 720 490 545 7.5 
Rented - Loués 80 - . - 10 20 5 20 10 - 10 7.1 
Québec 
Total 
Total 2,172,860 | 35,795 | 72,260 | 229, 695 441,760 552, 105 324,230 225,920 | 152,515 | 70,240 | 68,330 5.3 
Owned - Possédés 1,157,425 [ 1,135 3,840] 16,795 91, 665 323, 855 252, 195 198,035 | 140,670 | 66,100 | 63,145 6.4 
Rented - Loués 1,015,430 | 34,665 | 68,420 | 212,905 350,090 228,250 72.040 27,890! 11,845 4,140 5,180 4.1 


See note is) at end of table. - Voir note à la fin du tebleau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen ‘ € 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total ‘number 
occupied , 
private Dwellings by number of roons of rooms 
dwe! lings : per 
Tenure . Logements selon le nombre de pièces dwelling 
Mode d’occupation Total Nombre 
logements d pire 
privés e ar 
occupés logement 
Urban: - Régions urbaines: 
Total 
Total 1,751,755 | 34,690 1 67,210 | 212,950 384,585 435.645 245,345 163.285 | 108,825 | 50.750 | 48,460 5.1 
Owned - Possédès 807,980 600 1,735 8,950 54,895 226.030 182,020 140,560 | 100,250! 47,925 | 45,020 6.4 
Rented - Loués : 943,770 | 34,090 | 65,475 } 204,000 329,695 209,620 63,325 22.725 8.580 2,825 3,440 4.0 
500,000 and over - 
500,000 et plus 
Total 1,202,045 | 28,730 | 48,175 | 165,420 275,280 281,855 160,425 107,090 71,540 | 32,760 | 30,765 5.0 
Owned - Possédés 496,150 405 995 5.420 31.240 129,665 113,395 89,655 | 65,470 | 31,100 | 28,800 6.5 
Rented - Loués 705,895 | 28,320 | 47,180 | 160,000 244,035 152,190 47,035 17,435 6,070 1,660 1,965 4.0 
100,000 - 499,999 
Total 105,770] 1,230 3,600 | 11,400 23,765 28,100 15,215 8,810 6,315 3,220 3,125 5.2 
Owned - Possédés 53,760 30 120 640 3,950 16,050 12,000 8,025 5,955 3,080 2,915 6.3 
Rented - Loués 52,015] 1,200 3,485 | 10,760 18,810 12,045 3,220 785 360 140 210 4.1 
30,000 - 98,999 : € 
Total 148,235 | 2,170 6.085 | 13.695 30,050 43,225 23.345 13,730 8,805 4,260 3,865 5.2 
Owned - Possédés 80,785 60 175 685 5,810 26,125 19,335 12,650 8,310 4,070 3,565 6.2 
Rented - Loués 68,450] 2,115 §,915 13,015 24,245 17,095 4,005 1,080 495 190 305 4.0 
10,000 - 29,999 
Total | 123,720 1,455 4,580 10,985 23,950 35,525 18,145 12,460 8,425 4,120 4,070 5.4 
Owned - Possédés 70,005 35 190 835 5,205 22,560 14,685 11,190 7.815 3.790 3,705 6.3 
Rented - Loués 53,710 | 1,420 4,390 | 10,145 18,750 12,965 3.465 1,265 610 330 365 4.1 
5,000 - 9,999 
Total 39,075 260 1,345 3,220 7,655 10,465 6,230 4,320 2,740 1,330 1,510 5.5 
Owned - Possédés 23,225 10 75 315 1,685 7,000 5,115 3,830 2,545 1,255 1,400 6.3 
Rented - Louës 15,850 250 1,275 2,905 5,965 3,465 4,120 490 195 80 110 4.2 
2,500 - 4,999 
Total 71,365 635 1,880 4,850 13,105 20,255 11,410 8,235 §,590 2,685 2,710 5.6 
Qwned - Possédès 43,005 20 110 400 3,230 | - 13,035 8.920 7,325 5,060 2,430 2,465 6.4 
Rented - Loves 28,355 605 1,775 4,455 8,870 7,220 2.485 905 530 255 245 4.4 
1,000 - 2,499 
Totel. 60,540 210 1,525 3,380 10,785 16,225 10,575 7,645 5,410 2,380 2,405 5.7 
Owned - Possédes 41,045 40 70 655 3,770 11,595 8.575 6,875 5,095 2,200 2,165 6.3, 
Rented - Loués 19,495 170 1,455 2.725 7,015 4,630 2.000 765 315 175 240 4.5 
Rurat: - Régions rursies: 
Total 
Total 421,105 1,105 5,050 16,745 57,175 116, 460 78,890 62,635 43,685 19,490 19,870 6.0 
Owned - Possédés 349,445 530 2,105 7,840 36,770 87,830 70,175 57,475 | 40,420 | 18,170 | 18,130 6.2 
Rented - Loués 71,660 570 2,940 8,905 20.400 18,630 8,715 5,165 3,270 3,315 1,740 4.9 
Non-farm - Non agricoles 
Total 378,115 | 1,075 4,995 | 16,420 55,755 110,810 71,295 52,820 | 34,750] 15,200 | 15,000 5.9 
Owned - Possédés 307,745 500 2,045 7,540 35,445 92,455 62,805 47,910} 31,730] 13,970 | 13,340 6. 
Rented - toués 70,375 570 2,945 8.880 20,310 18, 360 8,485 4,910 3,020 1,235 1,655 4.9 
Farm - Agricoles 
Total 42,990 30 60 325 1,415 5,645 7,595 9,815 8,940 4,280 4,870 7.3 
Owned - Possédés 41,700 35 60 300 1,325 5,375 7,365 8,565 8,690 4,205 4,785 7.3 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


82-932 


Average 
occur i ed nunber 
P Dwellings by number of rooms of roons 


private 
Tenure 


Mode d'occupation 


dwellings 


Total 
des 


Rented - Loués 1,290 - - 30 95 275 230 250 250 80 80 
Ontario 
Total 
Total | 2,969,785 | 29,590 | 70,825 | 270,985 393,230 528.450 606,520 449,035 | 320.640 | 155,565 | 144,945 
Owned - Possédés 1,878,950] 1,740 3,945 19,095 102,530 304, 530 485,885 393,500 | 292,000 | 143,880 | 131,855 
Rented - Loues 1,090,830 { 27,855 | 66,885 | 251,890 280,700 223,915 120, 635 55,535 | 28,640 11,685 13,095 


Urban: - Régions urbaines: 


Total 
Total 2,482,865 | 28,030] 67,010 | 258,880 351,710 436,790 494,895 359.380 | 253,790 | 122,225 | 110, 150 
Owned - Possédés 1,469,925 725 2,025] 12.960 73,680 229,430 389,190 314,415 | 232.690 | 114,315 | 100.695 
Rented - Loués 1,012,935 | 27,305 64,980 | 245,915 278,035 207,360 105,705 44,965 21,100 8,110 9,465 


500,000 and over - 
500,000 et plus 


Total 1,350,275 | 23,280 | 47,455 | 161,455 193,535 216,130 253,835 182,590 | 139.240 | 67,705 | 65,040 
Owned - Possédés 743,825 515 1,150 7,595 31,500 96,745 196,215 158,700 | 127,980 | 63,605 | 59,815 
Rented - Loués 606,450 | 22,775 | 46,300 | 153,865 162,030 119,380 57,625 23.890 | 11.255 4,100 5,230 


100,000 - 499,999 


Tota! 480,420] 2.125 8,635 | 46,000 69,650 95,320 102,500 74,280 | 49,390 | 23,275} 19,245 
Owned - Possédés 307,015 95 320 2,220 17,085 55,395 81,915 65,725 | 45,110! 21,615} 17,525 
Rented - Loués 183.400 | 2,030 8,310 | 43,780 52,565 39,925 20,580 8,555 4,280 1,655 1,745 


30,000 - 99,999 


Total 253,935} 1,210 4,475 | 22,540 37,970 48,895 52,520 38.215 | 25,385 | 12.395 | 10,335 
Owned - Possédés 155,725 40 135 1,055 8,375 27,900 41,005 33.240 | 23,185 | 11,490 9,310 
Rented - Loués 98,210 | 1,170 4.340 | 21,485 29,595 21,000 11,515 4,975 2,205 805 1,025 
10,000 - 29,999 
Total 162,010 725 2,635 | 12,840 22,000 30,530 35,470 26,720] 16.835 7,925 6,335 
Owned - Possédés 105,960 20 150 715 6,030 18,425 28,450 23,485 | 15.570 7,360 5,755 
Rented - Loués 56,050 705 2.480! 12,125 15,970 12,105 7.020 3.240 1,265 565 575 
5,000 - 9,998 
Total 92, 880 320 1,525 6,820 12,395 18,915 20,410 15,220 9,175 4.345 3,755 
Owned - Possédés 62,450 15 110 445 4,170 12,070 16,370 13.345 8.430 4,005 3,485 
Rented - Loués 30.425 305 1,415 6,370 8,225 6,845 4,040 5,875 750 345 265 
2,500 - 4,999 
Total 74,405 205 1,325 5,295 8,255 14,300 16,555 12,600 7,730 3,920 3,215 
Owned - Possédés 51,655 15 70 430 3,170 8,525 13,735 11,230 7,015 3,605 2,860 
Rented - Loués 22,745 190 1,265 4,865 6,080 4,775 2,820 1,370 715 315 350 
1,000 - 2,498 
Total 58,945 160 960 3,930 6,910 12,695 13, 605 9,760 6,035 2,660 2,235 
Owned - Possédés 43,290 25 90 505 3,345 8,375 11,495 8.700 5,395 2.430 1,935 
Rented - Loués 15,655 135 875 3.425 3,565 3,325 2,110 1,060 640 230 300 
Rural: - Régions rurales: 
Total 
Total 486,920, 1,560 3,820} 12,110 41,520 81,655 111,625 89,655 | 66,850 | 33,335 | 34,785 
Owned - Possédés 409,020] 1,015 1,915 6,135 28,850 75,100 96,695 79,080 | 59,305 | 29,765] 31,155 


Rented - Loués 77,895 545 1,905 5,975 12, 665 16,560 14,930 10,575 7,545 3,575 3, 630 


See note(s) at end of table. - Voir nota à le fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
Total number 
occupied Dwelli b b f { 
private wellings by number of rooms © ve 
Tenure dwellings Logements selon le nombre de pièces dwelling 
Mode d‘occupation Tote! Nombre 
moyen 
| gent 5 de pièces 
aceu és 7 10+ par 
P logement 
Non-farm - Non agricoles 
Total . 411,920] 1,500 3,680 | 11,815 39,965 84,860 97,505 73,105 | 51,575 | 24,390} 23,525 6.3 
Owned - Possédés 338,435 955 1,810 5,870 27,430 68,700 83,340 63,450 | 44,965 | 21,290 | 20.630 6.5 
Rented - Loués 73,480 545 1.870 5,945 12,535 16,160 14,160 9,655 6,610 3,100 2,895 5.7 
Farm - Agricoles 
Total 75,005 60 140 295 1,555 6,805 14,120 36,550 | 15,275 8,950] 11,260 7.6 
Owned - Possédés 70,590 60 105 270 1,425 6,400 13,350 15,635 } 14,345 8,475} 10,525 7.6 
Rented - Loués 4,410 . 40 30 130 400 765 915 930 470 730 7.6 
Manitoba 
Total 
Total 357,985 6,450 10,205} 36,355 60,010 81,410 68,690 43,365 27,230 12,955 11,315 5.5 
Owned - Possédés 235,590 580 1,020 4,430 28,790 58,975 57,145 38,150 | 24,720 | 11,905 9.870 6.1 
Rented - Louës 122,395 | 5,870 8,180) 31,930 31,215 22,440 11,545 5,220 2,510 1,050 1,445 4.2 
Urban: - Régions urbaines: 
Total 
Total 270,000 | 5,575 8.490 | 32,300 47,330 58,085 48,995 31.570 | 20,115 9,380 8,150 5.4 
Owned - Possédés 161,340 90 205 1,870 18,455 38,955 40,065 27,735 18,330 8,610 7,030 6.3 
Rented - Loués 108,660 | 5,485 8,285 | 30,435 28,875 19,130 6,935 3,835 1,785 770 1,125 4.0 
500,000 and over - 
500,000 et plus 
Total 210,975 | 4,515 6.815 | 27,725 37,300 44,645 37,655 24,210 | 15, 100 6,870 6,145 5.3 
Owned - Possédés 122,060 60 140 1,180 13,235 29,560 30,990 21,420 13, 880 6,320 5.280 6.3 
Rented - Loués 88,915 | 4,460 6.675 | 26,550 24,060 15,085 6, 660 2,795 1,225 545 870 4.0 
30,000 - 99,989 
Total 13.460 265 280 1,145 2,455 2,760 2.495 1,740 1,220 575 525 5.6 
Owned - Possédés 8,335 - 15 80 985 1,700 1,930 1,545 1,125 515 440 6.4 
Rented - Loués 5,130 270 265 1,065 1,465 1,060 565 200 95 65 85 4.3 
10,000 - 29,999 
Total 12,030 215 290 1.045 1,885 3,025 2,350 4,435 980 470 335 5.5 
Owned - Possédés 7,340 10 25 115 730 1,940 1,825 1,205 815 425 275 6.2 
Rented - Loués 4,690 205 265 930 1, 160 1,110 530 235 160 45 55 4.4 
5,000 - 9,999 
Total 12,405 290 440 960 2, 130 2,740 2,295 1,440 990 635 475 5.6 
Owned - Possédés 8,520 20 5 175 1.190 2,080 1,885 1,270 875 605 420 6.2 
Rented - Loués 3,880 270 430 785 940 665 405 170 115 30 60 4.2 
2,500 - 4,999 
Total 7,530 130 230 560 1,290 1,655 1,365 930 765 355 245 5.6 
Owned - Possédés 5,495 - 5 95 835 1,285 1,195 815 710 330 225 6.2 
Rented - Loués 2,035 430 225 460 460 370 170 115 55 25 20 4.1 
1,000 - 2,499 
Total 13,600 155 435 870 2,270 3,260 2,840 1,815 1,060 475 425 5.6 
Owned - Possédés 9,590 - 15 230 1,475 2,415 2,235 1,490 g20 415 385 6.0 
Rented - loués 4,005 155 425 640 795 B45 600 320 135 60 35 4.5 


See note (s) at end of table. - Voir nota à la fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de piéces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tota pra 
Fate Dwellings by number of rooms of rooms 
: - per 
Tenure dwellings Logements selon le nombre de piéces dweliing 
Mode d'occupation Tore! Nombre 
logements d moyen 
privés 8 per 
occupes logement 
Rural: - Régions rurales: 
Total 
Total 87,980 875 1,710 4,055 12,675 23,325 19,690 11,790 7,115 3,575 3, 165 5.8 
Owned - Possédés 74,250 490 820 2,560 10,340 20,015 17,080 10,415 6,395 3,290 2,845 5.9 
Rented - Loués 13,735 385 895 1,495 2,335 3.310 2,610 1,380 |: 720 285 320 5.1 
Non-farm - Non agricoles 
Total 63, 200 760 1,530 3,650 10.665 17,645 13,890 7,310 4,120 1,955 1,675 5.5 
Owned - Possédés 50,710 380 635 2.170 8,405 14,575 11,610 6,205 3,575 1,730 1,435 5.7 
Rented - toués 12,480 385 890 1,485 2,250 3,075 2,280 1,105 545 230 245 4.9 
Farm - Agricoles 
Total 24,785 115 185 405 2,015 5,680 5,805 4,485 2,990 1,620 1,485 6.4 
Owned - Possédés 23,535 110 185 390 |. 1,930 5,445 5.470 4,210 2.820 1,565 1,410 6.4 
Rented - Loués 1,245 - 5 15 85 230 335 280 175 55 75 6.5 
Seskatchewan 
Total 
Total 332,710 f 2,360 7,245 24,805 51,365 74,385 64,755 44,570 | 31,110 15,775 16,345 5.8 
Owned - Possédés 242,515 410 1,395 5.310 28,785 55,365 53,730 39,560 | 28,480 | 14.535 | 14,940 6.3 
Rented - Loués 90,200 | 1,950 5,850 | 19,495 22,580 19,015 11,025 5,005 2,630 1,240 1,405 4.5 
Urban: - Régions urbaines: 
Total 
Total 205,435 | 1,850 5.480 | 18,830 33,445 43,180 36,670 26,545 | 19,760 | 10,055 9,615 5.7 
Owned - Possédés 133,810 55 330 1,860 14,090 29,030 29, 160 23.285 | 18,070 9,235 8,685 6.5 
Rented - loués 71,630 | 1,795 5,150] 16,965 19, 350 14,155 7,515 3,260 1,685 820 330 4.3 
100,000 - 499,999 
Total 115,480 | 1,225 2,895] 11,575 18, 185 23,240 20,080 15,125 | 11,365 6, 100 5,705 5.8 
Owned - Possédés 71,240 10 110 685 5,705 14,635 15,825 13,135 | 10,385 5.595 5,165 6.7 
Rented - Loués 44,245 1,215 2.785} 10,890 12,480 8.605 . 4,255 1,885 985 500 540 4.3 
30,000 - 99,999 
Total 23,575 235 540 2,175 3,795 4,780 4,530 3, 120 2,300 1,140 960 5.7 
Owned - Possédés 15, 195 10 20 250 1,665 3,110 3,410 2,765 2,075 1,065 835 6.4 
Rented - Loves 8.385 230 520 1,830 2,130 1,670 1,120 355 225 80 125 4.4 
10,000 - 29,999 
Total 19,520 135 655 1,505 3,265 4,195 3,305 2,605 1,905 915 1,045 5.8 
Owned - Possédés 13,075 5 10 160 1,460 2.845 2,655 2,350 1,775 860 955 6.5 
Rented - loués 6,445 130 655 1,350 1,805 1,345 650 250 130 50 85 4.3 
5,000 - 5,999 
Total 11,655 85 450 990 1,800 2,730 2,180 1,385 1,110 480 430 5.6 
Owned - Possédés 8, 165 5 35 145 975 2,080 1.840 1,245 1,020 440 385 6.2 
Rented - Loués 3,485 85 415 845 830 650 345 140 90 45 50 4.2 
2,500 - 4,999 
Total 14,445 75 375 1,200 2,640 3,245 2,795 1, 680 1,240 610 590 5.6 
Owned - Possédés 10, 160 5 35 275 1,650 2,320 2,220 1,455 1,115 540 530 6.1 
Rented - loués 4,290 70 335 915 990 $20 570 220 425 75 55 4.5 
1,000 - 2,489 
Total 20,750 90 565 1,385 3,765 5,010 3,775 2,640 1,830 810 885 5.7 


See note(s) at end of table. - Voir nota à le fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de piéces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
occupied nunber 
private Dwellings by number of rooms of rooms 
: - per 
Tenure dwellings Logements selon le nombre de pièces dwelling 
Mode d'occupation Tore! Nombre 
es moyen 
togenents de piéces 
occu es 7 par 
Pp logement 
Owned - Possédés 15,975 20 125 350 2,645 4,040 3,210 2,335 1,695 735 815 6.1 
Rented - Loués 4,775 70 440 1,035 1,125 965 565 305 135 70 70 4.5 
Rurel: - Régions rurales: 
Total 
Total 127,280 505 1,765 5.975 17,920 31,200 28,090 18,020 | 11,350 5,715 6.730 6.0 
Owned - Possédés 108,710 360 1,065 3.445 14,690 26,335 24,570 16,275 | 10,410 5.295 6,255 6.1 
Rented - Loués 18,575 150 700 2,530 3,230 4,860 3,515 1,745 945 425 475 5.2 
Non-farm - Non agricoles 
Total 76, 665 410 1,510 5,245 13,835 21,040 15,740 8,930 5,135 2,420 2,395 5.6 
Owned - Possédés 61,090 285 830 2,775 10,890 16,875 13,010 7,635 4,515 2,145 2,135 5.7 
Rented - Loués 15,575 130 680 2,475 2,945 4,165 2,730 1,295 620 275 260 5.0 
Farm - Agricoles 
Total 50,615 95 255 725 4,085 10, 160 12,345 8,090 6,215 3,300 4,335 6.6 
Owned - Possédés 47,620 80 230 670 3.805 8,460 11,560 8.645 5,895 3,150 4,120 6.6 
Rented - Loués 2,995 20 20 60 285 695 785 450 320 145 215 6.3 
Alberta 
Total 
Total 758,245] 7,850 | 18,060} 63,955 108,860 159,840 138,955 99,150] 77,345} 42,485 | 41,720 5.9 
Owned - Possédés 478,210 915 2,250 7,980 38,525 98,140 102,940 82,525 | 69,035} 38.570] 37,330 6.6 
Rented - toués 280,030 6,940 15,815 55,980 70,335 61,700 36.010 16,630 8,310 3.915 4,390 4.6 
Urban: - Régions urbaines: 
Total 
Total 608.475] 6,870 | 15,495] 58,245 89,705 123,595 106,645 77.840 | 62,625 | 35,000 | 32,450 5.8 
Owned - Possédés 354,395 215 750 4,280 24,090 68,660 75,840 64,000] 55,850 | 31.745 | 28,955 6.8 
Rented - loués 254,085} 6,655 | 14,745 | 53,965 65,610 54,930 30,810 13,840 6,780 3,255 3,490 4.5 
500,000 and over - 
500,000 et pius 
Total 424,940 | 5.915 | 12,3054 47,200 62.055 80,785 70,690 52,545 | 44,710] 25,460 | 23,275 5.8 
Owned - Possédés 234,070 105 450 2,675 13,445 41,865 48,960 42,885 | 39,680 | 23,090 | 20,710 6.9 
Rented - Loués 190,870] 5,810 { 11,855] 44,530 48,610 38,915 21,730 8,660 4,835 2,370 2,560 4.4 
30,000 - 99,999 
Total 61,030 370 1,435 4,030 8,635 13,250 11,145 8,500 6,255 3,575 3.135 5.9 
Owned - Possédés 37, 890 20 45 280 2,805 7,770 8,080 7,145 5,625 3,280 2,840 6.7 
Rented - Loués 23,145 355 1,090 3,750 5,830 5,480 3,070] 1,360 630 295 300 4.6 
10,000 - 29,999 
Total 25,935 80 285 1,595 3,525 5,930 4,890 3,650 2,945 1,575 1,465 6.1 
Owned - Possédés 17,145 5 20 130 1,070 3,570 3,740 3,155 2,675 1.455 1,325 6.7 
Rented - Loués 8,795 80 265 1,465 2,450 2,360 1,145 495 265 120 135 4.8 
5,000 - 9,989 
Total 35,285 90 650 2,060 5,370 8,595 7,100 4.910 3,295 1,580 1,625 5.9 
Owned - Possédés 23,040 10 80 355 2.190 5,250 5,260 4,065 2,955 1,430 1,445 6.4 
Rented - Loués 12,245 75 570 1,705 3,180 3,350 1,845 845 340 150 185 4.8 
2.500 - 4,999 
Total 41,250 315 690 2,325 6,235 9.805 8,265 5,790 3,775 1,950 2,105 5.9 
Owned - Possédés 28,275 50 65 460 2,905 6,585 6,465 4,795 3,325 1,750 1, 860 6.4 
Rented - Loues 12,975 265 620 1,860 3,330 3,215 1,795 995 455 195 245 4.8 


See note(s) et end of table. - Voir nota à la fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de pièces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
EL d number 
private Dwellings by number of rooms of rooms 
: - per 
Tenure dwellings Logements selon le nombre de pièces dwelling 
Mode d‘occupation Total Nombre 
moyen 
logements de pièces 
pr ives 7 10+ par 
occupes logement 
1,000 - 2,499 
Total 20,030 95 430 1,040 2,885 5,230 4,555 2,445 1,645 860 845 5.8 
Owned - Possédés 13,980 20 go 375 1.680 3,620 3,335 1,960 1,390 735 770 6.1 
Rented - Loués 6,050 75 340 665 1,210 1,610 1.220 485 250 130 70 5.0 
Rural: - Régions rurales: 
Total 
Total 149,765 380 2,565 5,715 19, 150 36,250 32,310 21,310 | 14,720 7.490 9,270 6.1 
Owned - Possédés 123,820 700 1,495 3,700 14,430 28,480 27,105 18,525 13,190 6,825 8,375 6.2 
Rented - loués 25,945 280 1,075 2,015 4,725 6,770 5,205 2,790 1,530 660 900 5.4 
Non-farm - Non egricoles 
Total 98,940 800 2,175 4,660 14,810 25,395 20,685 12,540 8,585 4,240 5.055 5.9 
Owned - Possédés 75,490 525 1,115 2,715 10,405 19,090 16,080 10.195 7,355 3.655 4,350 6.0 
Rented - ioués 23,450 275 1,055 1.950 4,405 6,305 4,605 2,345 1,225 585 700 5.3 
Farm - Agricoles 
Total 50,825 180 395 1,055 4,340 10,855 11,620 8,770 6,140 3,245 4,215 6.5 
Owned - Possédés 48,325 170 385 990 4,025 10,390 11,020 8,330 5,830 3,170 4,020 6.5 
Rented - Loués 2,500 10 10 65 320 465 600 445 310 80 “995 6.4 
British Columbia - Colombie- 
Britannique 
Total 
Total 896.645 | 18,930 | 38,855 | 113,915 155,550 178,340 160,155 121,375 | 94,365 | 56.765 | 58,390 5.7 
Owned - Possédés 641,445 | 2,080 4,685 | 17.975 69,320 118,950 129.290 106,105 | 86,210 | 52,590 | 54,230 6.6 
Rented - Loués 355,200 | 16.845 | 34,170 | 95,940 86,230 59,395 30,865 15,270 8, 150 4,175 4, 160 4.1 
Urban: - Régions urbaines: 
Total 
Total 800,010 | 16,345 | 33,980 | 103,470 125.885 134,405 121,165 94,965 76,200 | 46,435 | 47.165 5.6 
Owned - Possédés 483,290 660 2,335 } 12.315 48.345 83,960 96,350 82,790 | 69,710 | 43,135 | 43,695 6.7 
Rented - Loués 316,725 | 15,690 | 31,640 | 91,155 77,535 50,445 24,820 12,175 6.495 3,300 3,470 4.0 
500,000 and over - 
500,000 et plus 
Total 432,180 | 11.260 | 22.370 | 68,090 66,200 62,700 58,270 49,030 | 41,055 | 26.020] 27,185 5.5 
Owned - Possédés 245, 185 375 4,285 7,655 22,295 37,475 46,200 42,890 | 37.670] 24,115 | 25,225 6.8 
Rented - Loués 186.990 | 10,885 | 21,080 | 60,435 43,905 25,220 12,070 6,145 3.385 1.910 1,960 3.8 
100,000 - 489,999 
Total 86,465 | 2,180 3,700 | 12,515 15,220 14,780 12,755 9,770 7,465 4,085 3,990 5.4 
Owned - Possédés 49,540 go 165 4,115 5,770 9,165 10,235 8,590 6,915 3.785 3.710 6.5 
Rented - loués 36,925 | 2,090 3,535 | 11,400 9,450 5,615 2,525 1,180 550 295 280 3.9 
30,000 - 89,989 
Total 114, 140 1,120 2,750 9,865 18,140 21,005 18,970 15,240 12,175 7.440 7,450 5.9 
Owned - Possédés 75,170 75 245 1,420 7,730 33,190 14,505 13,225 | 10,950 6.955 6,875 6.7 
Rented - Loués 38,975 | 1,050 2,505 8,445 10.410 7,810 4,465 2,015 1,225 485 570 4.4 
10,000 - 28,898 
Total 92, 150 990 2,870 7,370 14,480 19,070 16,700 41,525 9,050 5,065 5,030 5.8 
Owned - Possédés 60,920 65 380 1,125 6,345 12.065 13,420 9,950 8.245 4,680 4,635 6.5 
Rented - Loués 31,230 925 2, 485 6,245 8,130 7,005 3,280 1,575 800 385 395 4.4 


See note is) at end of table. - Voir nota à ls fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 
Tableau 3. Logements privés occupés selon le mode d’occupation, par nombre de piéces et nombre moyen 
de piéces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
occupied . nunber 
private Dwellings by number of rooms of eons 

Tenure dwellings Logements selon Île nombre de pièces dwelling 
Mode d‘occupation Total Nombre 
l cnents moyen 
eve de pièces 
Lan es 1 7 par 
upes logement 
5,000 - 9,999 
Total 32,455 345 870 2,450 4,960 6.810 6,110 4,170 2,995 1,875 1,865 5.9 
Owned - Possédés 22,565 20 80 415 2,340 4,740 5,030 3,650 2,790 1,780 1,715 6.5 
Rented - toués 9,895 325 785 2,035 2,620 2,070 1,080 525 205 95 155 4.4 
2,500 - 4,999 
Total 26,010 255 880 2,045 4.260 6,065 4,940 3,215 2,165 1,155 1,025 5.6 
Owned - Possédés 18.055 20 80 285 2,335 4,440 4,135 2.770 1,960 1,080 945 6.2 
Rented - Loues 7,955 240 795 1,760 1,925 1,625 805 450 205 70 75 4.3 
1,000 - 2,499 
Total 16,605 190 540 1,140 2,625 3.980 3,415 2,015 1,295 790 630 5.7 
Owned - Possédés 51,855 10 90 300 1,530 2,885 2,820 1,720 1,175 740 590 6.2 
Rented + Loués 4,755 180 445 840 1,095 1,095 595 295 120 50 40 4.4 
Rural: - Régions rurales: 
Total | 
Total 196,625 { 2,580 4,880 | 10,445 29,665 43,935 38,990 26,410 | 18,165 | 10,335 | 11,225 5.9 
Owned - Possédes 158,155 | 1,425 2,350 5,660 20,975 34,985 32,945 23,315 | 16,505 9,455! 10,540 6.2 
Rented - Loués 38.475 | 1,160 2,525 4.785 8,690 8,945 6,045 3,090 1,655 880 690 4.8 
Non-farm - Non agricoles 
Total 180.145 | 2,515 4,725 | 10,040 28,385 40,920 35,620 23.415 | 15,985 8,980 8,570 5.8 
Owned - Possédés 142,500] 1,355 2,210 5,290 19,795 32,105 29,790 20,430 | 14,420 8.155 8,945 6.1 
Rented - Loués 37.650 | 1.160 2,515 4,745 8,590 8,820 5,830 2,985 1,560 825 620 4.8 
Farm - Agricoles 
Total 16.480 70 155 410 1,280 3,015 3,375 2,995 2.185 1,355 1,655 6.7 
Owned - Possédés 15,655 70 140 370 1.175 2.880 3,155 2,885 2,085 1,300 1,590 6.7 
Rented - Loués 825 - 15 40 105 130 210 110 95 50 65 6.4 
Yukon 
Total 
Total 7,590 235 435 725 1,325 1,460 1,345 820 545 285 320 5.4 
Owned - Possédés 3,995 30 165 295 590 785 615 590 395 240 220 5.8 
Rented - Loués 3.590 140 265 430 730 675 730 330 145 45 95 4.9 
Urban: - Régions urbaines: 
Total 
Total 4,975 $5 230 420 906 850 830 690 430 260 275 5.7 
Owned - Possédés 2.710 - 25 80 350 525 445 510 345 220 195 6.5 
Rented - Loues 2,260 95 205 330 545 320 390 180 85 35 80 4.7 
10,000 - 29,999 
Total 4,975 95 230 420 | 900 850 835 690 430 255 275 5.7 
Owned - Possédés 2.715 - 20 85 350 §25 440 510 345 220 195 6.5 
Rented - Loués 2,265 95 205 330 545 320 385 180 80 35 80 4.7 
Rural: - Régions rurales: 
Total 
Total 2,610 140 200 310 425 610 510 230 115 25 40 12.8 
Owned - Possédés 1,290 95 140 210 240 260 170 85 50 20 20 12.4 
Rented - Loués 1,325 45 60 100 "185 350 340 150 60 45 15 5.2 


See note (s) at end of table. - Voir nota à la fin du tableau. 
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Table 3. Occupied Private Dwellings by Tenure, Showing Number of Rooms and Average Number of Rooms, for Canada 
and Provinces, Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 3. Logements privés occupés selon le mode d'occupation, par nombre de pièces et nombre moyen 
de piéces, Canada et provinces, régions urbaines par groupe de taille et régions rurales non agricoles 
et rurales agricoles, 1981 : 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Average 
oceut i ed number 
private Dwellings by number of rooms of rooms 
: - per 
Tenure dwellings Logements selon le nombre de pièces dwelling 
Mode d’occupation Tote! Nombre 
es 
logements moyen 
ive de piéces 
occu, és ? par 
up logement 
Non-farm - Non agricoles 
Total 2,610 140 205 310 425 615 515 230 115 25 40 4.8 
Owned - Possédés 1,285 95 140 210 245 260 175 85 50 15 20 4.4 
Rented - Loués 1,325 45 60 105 185 355 340 145 60 10 15 5.2 
Northwest Territories - 
Territoires du Nord-Ouest 
Total 
Total 11,530 485 630 1,420 2.215 2,915 2,060 935 495 210 165 4.9 
Owned - Possédés 2,615 155 165 300 380 540 415 275 195 90 95 5.2 
Rented - Loués 8,915 335 465 1,120 1,835 2,375 1,650 660 295 115 70 4.8 
Urban: - Régions urbaines: 
Total 
Total 6,770 255 335 790 1,065 1,545 1,365 675 420 170 150 5. 
Owned - Possédés 1,770 25 45 100 230 395 365 245 190 85 90 5.9 
Rented - Loués 5,005 235 290 690 B35 1,150 1.000 430 230 80 60 4.8 
5,000 - 9,999 
Total 3,200 100 155 440 505 645 590 350 230 95 90 5.2 
Owned + Possédés 945 10 20 30 105 495 200 150 120 55 60 6.2 
Rented - Loués 2,255 85 135 410 400 445 390 205 115 40 30 4.8 
2,500 - 4,999 
Total 1,825 55 110 200 260 440 420 165 100 35 40 5.1 
Owned - Possédés 440 5 15 40 70 115 70 45 35 20 25 5.5 
Rented - Loués 1,390 45 95 155 195 330 350 120 60 20 15 5.0 
1,000 - 2,498 
Total 1,745 105 70 150 295 460 355 160 85 40 20 5.0 
Owned - Possédés 385 5 10 30 55 85 95 55 30 20 5 5.6 
Rented - Loués 1,360 100 60 120 240 380 260 105 55 20 15 4.8 
Rural: - Régions rurales: 
Total 
Total 4,760 230 295 630 1,150 1,370 700 265 70 40 15 4.5 
Owned - Possédés 845 130 120 195 145 145 55 35 10 5 5 3.5 
Rented - Loves 3,915 100 180 435 1,000 1,225 645 230 65 35 5 4.7 
Non-farm - Non agricoles 
Total 4,755 230 300 630 1,145 1.370 700 260 70 35 15 4.5 
Owned - Possédés 845 130 120 200 145 145 55 30 10 5 5 3.5 
Rented - Loués 3,915 95 175 430 1,000 1,225 650 230 65 35 10 4.7 
Farm - Agricoles 
Total 5 - - - - - - - - - 5 7.0 
Owned - Possédés - - - - - - - - - - - 7.0 
Rented - Loués - - - - - - - - - - - - 


Note: For additional information concerning the data, see “Special Notes" section of text. - Nota: Pour obtenir plus de renseignenents 
concernant les données, voir te section "Notes spéciales" du texte. 
Calculations based on unrounded data. - Les calculs sont basés sur des données non arrondies, 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, € 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample date - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwellings 


Logements avec 
Tenure 


3 bethrooms 
or more 
3 salles de 
bains ou plus 


Mode d'occupation 


Bathrooms | 1 bathroom |2 bathrooms 
Salles de 
bains 


Total 
des logements 
privés occupes 


CANADA 

Total 
Total 8,281,535 | 8.169.930] 5.445.745 | 2,173,110 551.065 
Owned - Possédés 5,141,930 | 5,067,805] 2,716,870] 1,840,470 510,465 
Rented - Loués 3.139,600 | 3.102.125 | 2,728,880 332,640 40,605 


Urban: - Régions urbaines: 


Total 
Total 6,508,685 | 6,478.550 | 4,222,585 1,793,955 462.010 
Owned - Possédés 3,652,245 | 3,643,825] 1.722.840 | 1,495,000 425.985 
Rented - Loués 2,856,445} 2,834,720] 2,499,745 298,950 36.020 


500,000 and over - 500,000 et plus 


Total 3.620.420 | 3,604,860] 2,264,080 1.029.035 311,745 
Owned - Possédés . 1.841.295 1,838,855 715,790 834,200 288.870 
Rented - Loués 1,779,125 1,766,010] 1,548,290 194,840 22, 880 


100,000 - 499,999 


Total, 907,490 903,835 598.960 252.525 52.350 
Dwned - Possédés 539,510 538,685 274,360 216,410 47,910 
Rented - loués 367,980 365, 150 324,610 36,110 4,435 


30,000 - 99,999 


Total 698.050 695.405 464,870 190.475 40.050 
Owned - Possédés 421,340 420.585 221,040 162.985 36.555 
Rented - Louës 276.710 274,820 243.835 27.490 3,495 


10,000 - 29,999 


Total 520, 645 517.630 358,835 133,235 25.560 
Qwned - Possédés 332.195 331.060 191.795 116.055 23.205 
Rented - Loues 188, 450 186,580 167.040 17.180 2,355 


5,000 - 9,999 


Total 266.215 264,870 183,570 68,730 12,570 
Owned - Possédés 173,310 172,530 100,740 60.200 11,590 
Rented - Loués 82.905 92,345 82,835 8,530 980 


2,500 - 4,999 


Total 268.315 266.535 185,775 68,735 12,030 
Owned - Possédés 180.625 179.620 108,480 60,235 10,905 
Rented - Loués 87,690 86,920 77,295 8.500 1.125 


1,000 - 2,499 


Total 227,555 225,405 166, 480 54,215 7.705 
Owned - Possedés 163,970 162,505 110,640 44,915 6,955 
Rented - Loués : 63,585 62, 895 55,845 6,305 755 
Rural: - Régions rurales: 
Total 
Total 1,772,840 | 1,691,380] 1,223, 165 378,160 89,060 
Owned - Possédés 1,489,685 | 1,423,975 994,030 345,475 84,475 
Rented - Loués 283,155 267,410 229, 135 33,690 4,585 


Non-farm - Non agricoles 


Total 1,500,395 | 1,432,650 1,056, 750 303,485 72.410 
Owned - Possédés 1,230,760 | 1,177,880 836.875 272.765 68,240 
Rented - Loués 269, 630 254,770 219,875 30,725 4,175 


See note (s) at end of table. - Voir nota à la fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


92-932 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 


régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample dats - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwellings 


Logements avec 


Tenure 


Bathrooms | 1 bathroom |2 bathrooms 


Salles de 
bains 


Tota! 
des logements 
privés occupés 


Mode d’occupation 


Farm - Agricoles 


Total 272, 450 258,730 166,410 75,670 
Owned - Possédés 258,925 246,095 157, 155 72,705 
Rented - Louës 13,525 12.640 8,260 2,965 


Newfoundland - Terre-Neuve 


Total 

Total 148, 420 142,515 117,305 21,470 
Owned - Possédés 119,695 114,305 92,260 18,645 
Rented - Loues 28.720 28,210 25,040 2.825 

Urban: - Régions urbaines: 

Total 
Total 80,065 88,870 69,080 16,795 
Owned - Possédés 66.505 65,465 48,200 14,580 
Rented - Loués 23.560 23.410 20,880 2,215 


100,000 - 499,999 


Total 31,655 31,515 22,300 7,555 
Owned - Possédés 19.975 19,905 11,610 6,775 
Rented - loués 11,675 11,610 10,685 785 


10,000 - 29,999 


Total : 23,545 23,280 17,545 4,930 
Owned - Possédés 17, 660 37.415 12,450 4,280 
Rented - Loués 5.890 5.865 5.105 655 


5,000 - 8,999 


Total 8.855 8.780 8.155 1.495 
Owned - Possédes 7.030 6.955 5.860 990 
Rented - loués 2.830 2,820 2.300 495 
2,500 - 4,999 
Total 13,510 13,105 11, 160 1, 685 
Owned - Possédés 11,550 11,180 8.400 1,545 
Rented - loués 1,965 1,930 1,765 140 
1,000 - 2,499 
Total 51,505 11,195 9,920 1, 130 
Owned - Possédés 10,295 10,010 8,895 990 
Rented - Loues 1,210 1,185 1,025 140 
Rural: - Régions rurales: 
Total 
Total 58,350 53,640 48,220 4,675 
Owned - Possédés 53,195 48,840 44,060 4,070 
Rented - Loués 5,160 4,805 4,165 610 


Non-farm - Non agricoles 


Total 57,910 53,235 47,880 4,625 
Owned - Possédés 52,755 48,435 43,720 4,020 
Rented - loués 5,150 4,790 4,160 600 


Farm - Agricotes 


Total 440 410 340 55 
Owned - Possédés . 435 400 335 45 
Rented - loués 10 10 5 5 


See notels) at end of table. - Voir nota à la fin du tebleau. 


3 bathrooms 
or more 


3 salles de 
bains où plus 


16.645 
16.240 
410 


3,740 
3.395 
345 


260 
235 
25 


145 
130 
15 


745 
710 
35 


725 
695 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, € 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwelt lings 
Total 
des togements 
privés occupes 


Logements avec 


Tenure 


Mode d’occupation 


3 bathrooms 
er more 

3 salles de 

bains ou plus 


Bathrooms | 1 bathroom |2 bathrooms 


Salles de 
bains 


Prince Edward Island - Île-du- 
Prince-Edouard 


Total 
Total 37, 660 36,335 29,720 5,660 955 
Qwned - Possédés 28,495 27,315 21,335 5,125 860 
Rented - Loués 8,165 8.015 8,385 530 gs 
Urban: - Régions urbaines: 
Total 
Total 14,930 14, 840 11,800 2,500 540 
Owned - Possédés 8,325 8,265 5,605 2.195 460 
Rented - Loues 6.610 6,580 6,190 310 80 
10,000 - 28,999 
Total 12,365 12,300 9.705 2,105 490 
Owned - Possédés 6,495 6,460 4.185 1, 860 415 
Rented - Loués 5,870 5,840 5,520 245 75 
1,000 - 2,499 
Total 2,570 2.540 2.090 400 50 
Owned - Possédés 1,825 1,800 1.425 335 50 
Rented - Loués 740 740 665 65 5 
Rural: - Régions rurales: 
Total 
Total 22,730 21,490 17,920 3,155 415 
Owned - Possédés 20.175 19,055 15,725 2.935 395 
Rented - Loues 2.555 2,435 2.195 225 20 
Non-farm - Non agricoles 
Total 19,750 18,620 15,635 2,625 355 
Owned - Possédés 17,245 16,235 13,480 2.415 335 
Rented - Loués 2,505 2,385 2.155 210 20 
Farm - Agricoles 
Total 2.975 2,870 2.280 530 60 
Owned - Possèdés 2.925 2,820 2,245 515 60 
Rented - Loués 50 50 35 10 - 
Nova Scotia - Nouvelle-Écosse 
Total 
Total 273,195 263,045 212.000 44,050 7.000 
Owned - Possédés 195,305 186,980 141,980 39,015 5,985 
Rented - loués 77,890 76,065 70.020 5,035 1,015 
Urban: - Régions urbaines: 
Total 
Totsl 156, 805 155, 640 122,210 28,430 5,000 
Owned - Possédés 82,070 81,485 63,010 24,315 4.160 
Rented - Loués 64,735 64, 165 59,200 4,120 840 
100,000 - 499,899 
Total 77,700 77,310 58,680 15,390 3,235 
Owned - Possédés 37,980 37,935 22,370 12,775 2,790 
Rented - Loués 39,720 39,370 36,310 2.615 445 


See notelsi et end of table. - Voir note à la fin du tableau. 
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Table 4 Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 


Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


30,000 - 99,999 
Total 
Owned - Possédés 
Rented - Loués 
10,000 - 29,999 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,999 
Total 
Owned - Possédes 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédes 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Louës 
Rural: - Régions rureles: 
Totel 
Total 
Owned - Possèdés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented + Loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented - Loués 
New Brunswick - Nouveau-Brunswick 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
30,000 - 88,999 
Total 


Owned - Possédés 
Rented - loués 


Total 
occupied private 
dwellings 


Total 
des logements 
privés occupés 


10,835 
6.995 
3.840 


30,930 
22,760 
8,170 


17,695 
10,650 
7,045 


9,815 
6,470 
3,345 


8,830 
7,220 
2,610 


116.390 
103,235 
13.155 


111.815 
98,780 
13,040 


4,570 
4.460 
110 


214,915 
157, 680 
57,235 


116,595 
70,115 
46, 480 


71,825 
41,245 
30,580 


See note(s) st end of table. - Voir nota à le fin du tableau. 


Dwellings with 


Logements avec 


Bathrooms | 1 bathroom |2 bathrooms 


Salles de 
bains 


10,795 8,515 2,015 
6.970 5,165 1,630 
3,825 3.355 380 
30,745 25.455 4,740 
22,640 17,980 4,260 
8.105 7,480 480 
17,415 13,995 . 2,990 
10,435 7,415 2,660 
6,980 6,580 330 
9,785 7,740 1,740 
6, 460 4,625 1,580 
3,325 3,115 165 
8,595 7,825 1,555 
7,045 5,460 1,415 
2,550 2.370 145 
107, 405 89.790 15,615 
95.495 78.970 14,705 
11.905 10.820 915 
103.135 86.555 14,720 
$1,335 75,825 13,815 
11, B00 10,730 905 
4,275 3,230 895 
4,165 ” 3,145 890 
105 go 10 
210, 405 166,570 37,705 
153,990 114,410 34,175 
56,420 52,160 3,530 
115,990 88,685 23.170 
69,820 45,705 20,540 
46,165 42,985 2,625 
71,545 54,120 14,440 
41,145 25,735 12,785 
30,400 28,385 1,655 


3 bathrooms 
or more 
3 salles de 
bains ou plus 


265 
175 
95 


550 
400 
150 


435 
365 
70 


300 
255 
45 


210 
180 
30 


2,000 
1.825 
175 


1,855 
1,695 
165 


140 
130 
15 


6,135 
5,405 
725 


4,130 
3,575 
555 


2,990 
2,625 
365 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 


occupied private Logements avec 
Tenure dwe | lings 
- - 3 bathrooms 
Mode d'occupation Total Bathrooms 1 bathroom |2 bathrooms or more 


3 sailes de 
bains ou plus 


des logements 
privés occupés 


Salles de 
bains 


10,000 - 29,999 


Total 13, 460 13,380 10,405 2.585 390 

Owned - Possédés 8,125 8.080 5,565 2.210 305 

Rented - Loués 5.330 5,295 4,840 370 90 
5,000 - 9,999 

Total 11,720 11,635 9.110 2,295 225 

Owned - Possédés 6.725 - 6,670 4,415 2.060 195 

Rented - Loués 4,995 4.965 4,695 240 30 


2,500 - 4,999 


Total 8.155 8.050 6,060 1.770 220 
Owned - Possédés 5.510 5.455 3.690 3.575 195 
Rented - Loués 2.640 2.595 2.370 200 30 


1,000 - 2,499 


Total 11,440 11,380 8,990 2,080 305 
Owned - Possédes 8.510 8,470 6,295 1,910 265 
Rented - Loués 2.930 2.905 2.695 165 45 
Rura': + Régions rureles: 
Total 
Total. 98.325 94,420 77,880 14,535 2.005 
Owned - Possédés . 87.565 84.170 68.705 13,625 1.835 
Rented - Louës 10,760 10,245 9.175 905 170 


Non-farm - Non agricoles 


Total 94,560 80.770 75,240 13,600 1,930 
Gwned - Possédes 83.880 80.600 66,130 12,705 1,760 
Rented - Loués 10, 680 10.170 9.110 895 165 


Farm - Agricoles 


Total 3,760 3.650 2.640 935 70 
Owned - Possédés 3, 685 3,565 2:575 925 70 
Rented - toués 80 80 65 15 5 
Québec 
Total 
Total 2,172,860] 2,158,625 | 1,666,500 426,245 65,875 
Owned - Possédés 1.157,430 | 1,151,870 717,675 374,050 60,145 
Rented - Loués 1,015,430] 1,006,750 948,825 52,190 5,735 
( 
Urban: - Régions urbsines: 
Total 
Total 1,751,755 | 1,742,595 | 1.340.425 343,755 58.415 
Owned - Possédés 807,985 806.320 454,650 298,245 53.430 
Rented - Loués 943,770 936.270 885,775 45,510 4,985 
500,000 and over - 500,000 et plus 
Total 1.202.045 | 1,195,830 913,765 233.790 48,275 
Owned - Possédés - 496,150 495,260 252,175 198,545 44,535 
Rented - Loués 705,890 700,570 661,590 35,240 3,740 
100,000 - 499,999 
Total 105,775 405,255 83,615 19,775 1,870 
Owned - Possédés 53,760 53.655 34,055 17,880 1,720 
Rented - Loués 52,015 51,600 49,560 1,890 | 150 


See notes) at end of table. - Voir note à le fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwellings 


Logements avec 


Tenure 


Mode d'occupation 


3 bathrooms 
or more 

3 salles de 

bains ou plus 


Bathrooms 
Selles de 
bains 


Total 1 bathroom |2 bathrooms 


des logements 
privés occupés 


30,000 - 99,999 


Total 149,235 148, 455 115.955 29,600 2.905 
Owned - Possédés 80.785 80.635 50,385 27,595 2.655 
Rented - Loués 68.450 67,815 65.575 2,005 240 


10,000 - 29,998 


Total 123,720 122,965 95,850 24,965 2,150 
Owned - Possédés 70.010 69,890 45.620 22,480 1.780 
Rented - Loués 53,715 53.080 50,230 2.485 365 


5.000 - 9,999 


Total 39.075 38,935 30,325 8.060 ‘ 550 
Owned - Possédés 23,230 23.175 15,330 7.375 470 
Rented - Louës 15.850 15,760 14,995 685 80 


2,500 - 4,999 


Total 71,365 70,950 54.280 15,115 1,550 
Owned - Possédés 43,000 42,865 28,170 13.390 1.300 
Rented - loués 28,360 28,085 26,110 1,725 250 


1,000 - 2,499 


Total 60,540 6C,205 46.635 12,450 . 1.120 
Owned - Possédés 41.045 40,845 28,910 10.975 960 
Rented - Louës 19,495 12,360 17,720 1, 480 160 
Rural: - Régions rurales: 
Total 
Total 421,105 416,030 326.075 82.490 7.460 
Owned - Possédés 349,450 345,550 263.030 75.805 6,710 
Rented - loués 71,660 70.480 63.050 6,680 750 


Non-farm - Non agricoles 


Total 378.120 373.460 295.280 71.490 6.690 
Owned - Possedés 307,745 304,250 233,210 65,085 5,955 
Rented - Loués 70,375 69,210 62,075 6,410 | 735 


Ferm - Agricoles 


Total 42,990 42.575 30,795 11,000 775 
Owned - Possédés 41,700 41,300 29.820 10,725 755 
Rented - Loués 1,290 1,275 975 275 20 
Ontario 
Total 
Total 2,969,785 | 2,945,420] 1,802,795 923.600 219,025 
Owned - Possédés 1,878,955 1,862,945 887,315 773,740 201, 885 
Rented - loués . 1.090.835 | 1,082,480 815.480 149,855 17,145 


Urban: - Régions urbaines: 


Total 
Total 2,482,865 | 2,475,815 | 1,486,675 800, 825 188,315 
Owned - Possédés 1,469,925 | 1,467,740 632, 860 662,205 172,675 
Rented - loués 1,012,940} 1,008,075 853.820 138,620 15,640 


500,000 and over - 500,000 et plus 


Total 1,350,275 | 1,346,985 745,760 467,725 133,500 
Owned + Possédés 743.820 743,110 245,785 373,935 123,390 
Rented - Loués 606, 450 603,875 499,975 93,790 10,105 


See notes] at end of table. - Voir note à ie fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4 Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, € 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwellings 


Logements avec 


Tenure 


3 bathrooms 


bathroom |2 bathrooms or more 


Bathrooms 
Saties de 
bains 


Total 
des logements 
privés occupés 


Mode d'occupation 


3 salles de 
bains ou plus 


100,000 - 498,999 


Total 490,420 488,115 308,560 153.475 27,080 
Qwned - Possédes 307,020 306,585 151.470 130.635 24.485 
Rented - Loués 183.395 182,535 157,095 22.845 2,595 


30,000 - 98,999 


Total 253.935 253,210 166,200 74.820 12,185 
Owned - Possédés 155,725 155.500 80.985 63.945 10,575 
Rented - loués 98,210 97,705 85,215 10.875 1.615 


10,000 - 29,998 


Total 162.015 161,225 108.210 45,560 7.460 
Qwned - Possédes 105,960 105.690 58,650 40,260 6.785 
Rented - Loués 56,050 55.535 49,565 5.300 670 


5,000 - 9,899 


Total 92.875 92.590 64,105 25,110 3,370 
Owned - Possédés 62.445 62.260 36,375 22,740 3,145 
Rented - Loués 30. 430 30,325 27,730 2,370 230 


2,500 - 4,999 


Total 74.405 74,170 50.950 20,305 2,915 
Owned - Possédés 51,660 51.575 30.635 18.260 2.675 
Rented - Loués 22.745 22,595 20.310 2,045 240 


1,000 - 2,499 


Total 58,945 58.525 42.890 13,830 1,805 
Owned - Possédés 43,295 43,020 28.965 12,425 1.630 
Rented - Loues 15.650 15.505 13.930 1.400 175 
Rural: - Régions rurales: 
Total 
Total 486.920 469.610 316,125 122.778 30.710 
Owned - Possédes 409.020 395,200 254,455 111.540 29.205 
Rented - Loués 77,895 74,405 61,665 11,240 1,500 


Non-farm - Non agricoles 


Total . 411,920 397.055 271.395 98.735 26,925 
Owned - Possédés 338,435 326.920 212.670 88,665 25,590 
Rented - loués 73.485 70,130 58,725 10,070 1,335 


Farm - Agricoles 


Totai 75,005 72,550 44,725 24,040 3,785 
Owned - Possédés 70,590 68.280 41,790 22,875 3,620 
Rented - loués 4,410 4,275 2,935 1,170 170 
Manitoba 
Total 
Total 357,980 346,640 239,360 87,385 19,890 
Owned - Possédés 235.590 227,295 133,220 75,575 18,490 
Rented - Loués 122,395 119,350 106, 140 11,810 1,400 


Urban: - Régions urbsines: 


Total 


Total 270,000 268, 440 181,925 70,205 16,310 
Owned - Possédés 161,345 160,865 86.110 59,690 15,065 
Rented - loués 108,660 107,575 95,815 10,515 1,245 


See note(s) at end of table. - Voir note à la fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dweltings 


Logements avec 


Tenure 


Mode d'occupation 


3 bathrooms 
or more 

3 salles de 

bains ou plus 


Bathrooms | 1 bathroom |2 bathrooms 


Satles de 
bains 


Total 
des logements 
privés occupés 


500,000 and over - 500,000 et plus 


Total 210,980 208,815 142,410 53,910 13,490 
Owned - Possédés 122,060 121,810 63.840 45,475 12,500 
Rented - Loués 88,915 88.000 78.570 8,440 990 


30,000 - 99,999 


Total 13, 465 13, 400 9,045 3.670 680 
Owned - Possédes 8.335 8,325 4,555 3.150 620 
Rented - Louës 5,130 5.075 4.495 520 65 


10,000 - 28,999 


Total 12,030 11,975 8.265 3,195 515 
Owned - Possédes 7,340 7,315 4.210 2.685 415 
Rented - Louës 4,690 4,660 4,055 505 100 


5,000 - 9,999 


Total 12,400 12,310 8,125 3,560 630 
Owned - Possédes 8,520 8,480 4,770 3,120 585 
Rented - Loués 3,880 3.835 3,355 435 40 


2,500 - 4,998 


Total 7,530 7,425 4.660 2.315 455 
Owned - Possédes . 5,495 5.420 2,860 2,140 425 
Rented - Loues 2,035 2.005 1,805 175 25 


1,000 - 2,498 


Total 13,595 13.520 9.420 3,560 540 
Owned - Possédés 8.590 9.515 5.875 3.120 520 
Rented - Loués 4,005 4,000 3.540 440 . 25 
Rural: - Régions rurales: 
Total 
Total 87,985 78,200 57,440 17, 180 3,580 
Owned - Possédés 74,250 66,425 47,110 15,885 3,425 
Rented - Loués 13.735 11,775 10,325 1,295 155 


Non-farm - Non agricoles 


Total 63,200 55,525 41,440 11,440 2, 650 
Owned - Possédes 50,715 44,840 31.995 10.335 2.515 
Rented - loués 12,490 10,685 . 8,445 1,100 135 


Farm - Agricoles 


Total 24,780 22,675 16.000 5,745 935 
Owned - Possédés 23,535 21,580 15,120 5,550 915 
Rented - Loués 1,250 1,090 885 180 15 
Saskatchewan 
Total 
Total 332.710 319, 750 209,320 88.105 22,325 
Owned - Possédés 242,510 232,375 132,210 78,955 21,205 
Rented - Loués 90,200 87,375 77,110 9,150 1,120 


Urban: - Régions urbaines: 


Total 
Total 205, 430 203, 885 128,655 59,725 15,505 
Owned - Possédés 133, 805 133, 325 65,985 52,750 14,595 
Rented - Loués 71,630 70,560 62,670 6,975 915 


See note ls) at end of table. - Voir nota à la fin du tableau. 
à 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 @ 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Bssé sur les données-échantillon (20%) 


Dwellings with 


Total 


occupied private Logements avec 
Tenure dwellings 
. - 3 bathrooms 
Mode d‘occupation Total Bathrooms 1 bathroom |2 bathrooms or more 


3 salles de 
bains ou plus 


des logements 
privés occupés 


Selles de 
bains 


100,000 - 499,999 


Total 115,485 114,810 70,850 33.895 10,070 
Owned - Possédés 71,240 71,160 32,205 29,440 9,515 
Rented - Loués 44,245 43,650 38.645 4,455 555 


30,000 - 99,999 


Total 23.575 23.400 15,400 6,705 1,290 
Qwned - Possédés 15,195 15, 160 8.015 5,960 1,185 
Rented - Louës 8.380 6.240 7,385 750 110 


10,000 - 29,989 


Total 19,520 |. 19,370 12,035 5,870 1.470 
Owned - Possédés 13.075 13,035 6,365 5.265 1,410 
Rented - Loués 6,445 6.330 5,675 605 55 
5,000 - 9,998 
Total 11,655 11,570 7,595 3,230 745 
Owned - Possédés 8.165 8.120 4,450 2,975 700 
Rented - Loués 3,485 3,450 3, 150 255 45 
2,500 - 4,999 
Total 14,450 14,285 9.305 4,195 785 
Owned - Possédés 10,155 10,070 5,550 3,795 725 
Rented - toues 4,290 4.215 3.760 400 65 
1,000 - 2,499 
Total 20,750 20.450 13.470 5,830 1,150 
Owned - Possédés 15.975 15.780 9.410 5,315 1.060 
Rented - Loues 4.775 4,670 4.060 515 90 
Rural: - Régions rurales: 
Total 
Total 127,280 115,860 80.665 28,380 6.815 
Owned - Possédés 108.705 99,045 66,225 26,205 6,610 
Rented - Loués 18.575 16,815 14,440 2,170 205 
Non-farm - Non agricoles 
Total . 76.665 69,345 51,385 14,755 3.210 
Owned - Possédés 61.090 55,155 39,000 13,110 3.040 
Rented - Loués 15,580 14,190 12,385 1,645 160 
Farm - Agricoles ' 
Total 50,615 46,520 29,280 13, 630 3,610 
Owned - Possédés 47.620 43,895 27,225 13, 100 3,570 
Rented - Loués 2,995 2,620 2,050 530 40 
Atberte 
Total 
Total 758.245 745,035 404,040 254,705 86,285 
Owned - Possédés 478,215 469,680 185.475 203,305 80,905 
Rented - Loués . 280,030 275,355 218,570 51,405 5.380 
Urban: - Régions urbaines: 
Total 
Total 608,475 605,500 316.510 217.410 71,580 
Owned - Possédés 354,395 353,930 147,435 169,700 66,790 
Rented - Loués 254,085 251,570 199,080 47,710 4,790 


See notets] st end of table. - Voir nota à la fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


D Tableau 4 Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 


occupied private Logements avec 
Tenure dwel tings 
- - 3 bathrooms 
Mode d'occupation Total Bathroons 1 bathroom {2 bathrooms or more 


3 salles de 
bains ou plus 


des logements 
privés occupés 


Salles de 
bains 


500,000 and over - 500,000 et plus 
Total 424,940 422,640 216.445 152, 420 53.775 


Owned - Possédés 234,075 233.875 66.615 117,075 50,185 
Rented - Loués 180,870 188,765 149, 830 34.345 3,585 


30,000 - 99,899 


Total 61.030 60,890 32.310 22,505 6.080 
Owned - Possédés 37.885 37.835 14.390 17.735 5.710 
Rented - Loués 23,145 23,055 17,920 4.770 365 


10,000 - 29,999 


Total 25.940 25.900 12.240 ‘10,310 3.350 
Owned - Possédes 17,145 17,135 5.460 8.485 3.190 
Rentad - Loués 8,795 8.765 6.780 1,830 155 


5.000 - 9,999 


Total 35.290 35,125 20, 140 11,730 3,255 

Owned - Possédés 23.045 22.980 10,200 9,710 3,070 

D Rented - Loués 12,245 12,145 9,940 2.020 185 
2,500 - 4,999 

Total 41,250 41,105 23.075 14,240 3.790 

Owned - Possédés 28,275 28,210 13.095 11,670 3.450 

Rented - Loues 12,975 12,890 9.975 2.575 340 


1,000 - 2,499 


Total 20.030 19,840 12.310 6.200 1,335 
Owned - Possédés 13,975 13,895 7,680 5,025 1,190 
Rented - Loués 6.050 5.950 4,635 1.170 145 
Rural: - Régions rursles: 
Total 
Total 149,765 139,530 87,530 37,295 14,705 
Owned - Possédés 123.815 115,755 68,035 33.600 14,110 
Rented - Loués 25.950 23,780 15,495 3.695 595 


Non-farm - Non agricoles 


Total 98,940 92, 150 58.915 |. 23.415 9,815 
Owned - Possédés 75.495 70,720 41,140 20,250 8.325 
Rented - Loués 23.445 21.430 17,770 3.165 490 


Farm - Agricoles 


Total 50,825 47.385 28.615 13,880 4,890 
Owned - Possédés 48,325 45,030 26,895 13,350 4,790 
Rented - Loués 2,500 2.350 1.720 530 100 


British Columbia - Colombie-Britannique 


Total 
Total 996,640 984,970 584.895 280,955 119,115 
Owned - Possédés 641.445 635,585 287,665 236.245 111,670 
Rented - Loués 355,195 349,385 297,230 44,710 7,445 


Urban: - Régions urbaines: 


D Total 


Total 800,010 795,585 468,530 228,475 98.585 
Owned - Possédés 483,295 482,345 200,975 189,295 92,080 
Rented - Loués 316,720 313,240 267,560 39, 180 6,500 


See note(s) at end of teble. - Voir note à ls fin du tablesu. 


4-11 92-932 


Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 € 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 
occupied private 
dwellings 


Logenents avec 


Tenure 


3 bathrooms 
or more 

3 salles de 

bains ou plus 


Total 
des logements 
privés occupés 


Mode d'occupation 1 bathroom {2 bathrooms 


Bathrooms 


Salles de 
bains 


500,000 and over - 500,000 et plus 


Total 432, 180 429,595 245,700 121.190 62,705 
Owned - Possédés 245, 185 244,795 87,370 99,170 58.255 
Rented - Loués 186,995 184,795 158, 330 22,020 4,455 


100,000 - 499,999 


Total 86,470 85, 830 54,965 22,435 8,430 
Owned - Possédés 49,540 49,450 22.655 18,915 7,875 
Rented - Loués 36,930 36,375 32,310 3,520 550 


30,000 - 99,999 


Total 114,140 113.710 63.330 36,725 13.655 
Owned - Possédés. 75,170 75,015 31.815 30.180 13,020 
Rented - Loués 38,975 38,700 31,520 6,550 635 


10,000 - 29,999 


Total 92,150 91,670 56.025 27,640 8,010 
Owned - Possédés 60,920 60.780 30,045 23,245 7,495 
Rented - Loués 31,230 30,890 25.980 4,395 510 


5,000 - 9,999 


Total 32,455 32.370 19,780 9,545 3.055 
Owned - Possédés 22,565 22,535 11,425 8,270 2.840 
Rented - loués 9.895 9.840 8.355 1,265 220 

2,500 - 4,999 
Total 26.010 25.910 17,140 7,045 1.725 
Owned - Possédés 18,060 18.000 10,195 6.180 1,630 
Rented - Louës 7,955 7,905 6.950 865 go 

1,000 - 2,499 
Total 16,605 16,505 14.585 3.905 1.015 
Owned - Possédés 11,855 11,770 7.470 3,335 370 
Rented - Loués 4,750 4,730 4,120 565 45 

Rural: - Régions rurales: 
Total 
Totat 196, 630 189,380 116.360 52,480 20,540 
Owned - Possédés 158,155 153,235 86.690 46,955 19,595 
Rented - Loués 38,475 36,145 29.675 5,530 945 
Non-farm - Non agricoles 

Total 180, 150 173,560 107, 860 47,520 18,175 
Owned - Possédés 142,500 138, 185 78,685 42,220 17,280 
Rented - loués 37,650 35,370 29,175 5,300 890 

Ferm - Agricoles 
Total 16,480 15,820 8.500 4,955 2.360 
Owned - Possédes 15, 655 15,050 8,010 4,735 2.310 
Rented - Loués 825 775 495 225 50 

Yukon 
Total 

Total . 7,590 6, 885 4,695 1,730 460 
Owned - Possédés 4,000 3,470 1,970 1, 140 360 
Ranted - Loués 3,590 3,415 2,725 585 100 


See note(s) at end of table. - Voir note à la fin du tableau. 


4- 12 92-932 


Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 


régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Tenure 


Total 
occupied private 
dweliings 


Dwellings with 


Logements avec 


3 bathrooms 


Mode d'occupation Total Bathroons 1 bathroom |2 bathrooms or more 
des logements - 
privés occupés Salles de 3 salles de 


Urban: - Régions urbaines: 


bains 


bains ou plus 


Total 
Total 4.975 4,835 3.095 1.345 395 
Owned - Possédés 2,715 2.620 1,275 1,025 320 
Rented - Loués 2.265 2.210 1,825 320 70 
10,000 - 29,999 
Total 4.975 4,835 3,095 1,345 395 
Owned - Possédés 2,710 2,625 1.275 1.025 325 
Rented - loués 2,265 2,210 1.820 320 70 
Rurat: - Régions rurales: 
Total 
Total 2.610 2,045 1,600 385 65 
Owned - Possédés 1,285 845 695 115 35 
Rented - Loués 1.325 1,205 905 270 25 
Non-farm - Non agricoles 
Total 2,610 2,045 1,€00 385 60 
Owned - Possédés 1.285 840 695 115 35 
Rented - loués 1,325 1.205 905 270 30 
Northwest Territories - 
Territoires du Nord-Ouest 
Total i 
Total 11,530 10.310 8.545 1.510 260 
Owned - Possédés 2.615 2,005 1,355 430 160 
Rented - loués 8.920 8.305 7,190 1,020 95 
Urban: - Régions urbaines: 
Total 
Total 6.770 6,550 4,985 1.320 240 
Owned - Possédés 1,765 1,650 1,035 460 150 
Rented - Loués 5,005 4,900 3,955 865 85 
5.000 - 8,888 
Total 3,200 3,140 2,240 725 170 
Owned - Possédés 945 915 510 290 115 
Rented - loués 2.255 2,225 1,735 435 55 
2,500 - 4,899 
Total 1,830 1,755 1,400 315 35 
Owned - Possédés 440 385 270 95 5 
Rented - Loués 1,390 1,365 1, 130 215 20 
1,000 - 2,499 
Total 1,740 1,660 1,340 275 35 
Owned - Possédés 385 345 260 70 20 
Rented - Loués 1,360 1,310 1,085 210 15 
Rural: - Régions rureles: 
Total 
Total 4,760 3,765 3,560 190 15 
Owned - Possédés 845 355 320 35 5 
Rented - Loués 3,915 3,405 3,240 155 10 


See notels) at end of table. - Voir note à le fin du tableau. 
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Table 4. Occupied Private Dwellings by Tenure, Showing Number of Bathrooms, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 € 


Tableau 4. Logements privés occupés selon le mode d'occupation, par nombre de salles de bains, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings with 


Total 


occupied private Logements avec 
Tenure dwellings 
| . 3 bathrooms 
Mode d'occupation Total Bathroons 1 bathroom |2 bathrooms or more 


3 selles de 
bains ou plus 


des logenents 
privés occupés 


Salles de 
bains 


Non-farm - Non agricoles 


Total 4,760 3,760 3,555 185 15 
Owned - Possédés 840 355 320 30 5 
Rented - Loués 3,915 3,410 3.240 155 15 


Farm - Agricoles 


Total 
Owned - Possédés 
Rented - Loués - - 


Note: For additional information concerning the data, see “Special Notes” section of text. - Nota: Pour obtenir plus de renseignements 
concernant jes données, voir la section “Notes spéciales" du texte. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


CANADA 
Total 
Total 


Owned - Possédés 
Rented - Louës 


Urban: - Régions urbaines: 
Total 
Total 
Dwned - Possédés 
Rented - Loués 
500,000 and over - 500,000 et plus 
Total 
Owned - Possédés 
Rented - loueés 
100,000 - 485,999 
Total 
Owned - Possédés 
Rented - Loues 
30,000 - 99,989 


Total 
Owned - Possédés 
Rented - Louës 


10,000 - 29.999 


Total 

Owned - Possédés 

Rented - Loués 
5,000 - 9,999 

Total 

Owned - Possédés 

Rented - Loués 
2,500 - 4,888 

Total 

Owned - Possédés 

Rented - Loués 
1,000 - 2,499 
Tota 


Owned - Possédés 
Rented - Loués 


Rural: - Régions rurales: 
Tota! 
Total 


Owned - Possédés 
Rented - Loués 


See note(s) at end of table. - Voir note à Ia fin du tableau. 


Main type of heating equipment 


Total Système de chauffage principal 
occupied 
private Furnace Installed 
dwellings - electric Stove or 
- Systène heating heater 
Total system 
des Stean or - 
logements hot water | Hot air Système 
privés - a de : 
occupés A vapeur À air chauffage fournaise 
ou à eau chaud a plancher 


chaude l'électricité 


8,281,530 | 5.742,505 | 1,677,755 | 4,064,750 1,770.800 552.480 
5,141,930 | 3.809.680 563.935 | 3,245,750 867, 290 323.695 
3,139,605 | 1,932,825 | 1,113,825 819,000 $03,505 228.785 
6.508, 690 | 4.751.485 | 1,565,410 | 3, 186.070 1,349, 480 279,220 
3,652,245 | 2,964,955 472.940 | 2, 492.015 520, 105 88,200 
2,856,445 | 1.786.525 | 1,092,470 694,060 829, 380 181,015 
3.620.420 | 2.713.615 | 1,048,670 | 1,664,945 694,755 143,740 
1,841,295 | 1,557,290 273.510 | 1,283,785 224,755 28,605 
1,779,125 | 1, 156.320 775, 160 381,165 470.000 115, 130 
907,490 700.280 207.065 493.215 168,550 23.860 
539,510 459,165 65.255 393,910 61,310 10,000 
367.980 241,115 141.805 89.310 107,240 13,855 
698.050 488.075 124,810 363,265 165.515 30.290 
421,340 335.745 47,300 288,440 66.345 10.960 
276.710 152,335 77,510 74,825 99,175 19, 330 
520, 650 351,295 90,710 260,585 129,895 27,000 
332,195 248.800 40,795 208,005 60,995 14,210 
188, 450 102, 495 49,915 52.580 68,900 12,790 
266,215 184,590 36.945 t47,645 60,920 14,325 
173,310 128.700 15,290 113.410 31,975 8.555 
82,905 55,885 21.655 34,235 28.950 5,765 
268,315 174,000 33,465 140,535 68,050 19,920 
480, 625 128,470 16,705 111,770 36,430 11,625 
87,690 45,525 16.760 28.765 31,620 8,290 
227,555 139,625 23,745 115,880 61,795 20.085 
163,970 106,785 14,085 92,700 38,295 14,240 
63,585 32,840 5.665 23,175 23,500 5,840 
1,772,845 991,025 112,345 878, 680 421,320 273, 260 
1, 489, 685 844,730 90.990 753,730 347,190 225,495 
283, 155 146,295 21,350 124,945 74,130 47,765 


82-832 


Other 


Autres 


215,750 
141,260 
74,490 


128.510 
68,985 
59,520 


68,310 
30, 640 
37,670 


14,810 
9.035 
5.775 


14,160 
8,290 
5.870 


12.455 
8. 190 
4.265 


6,375 
4,080 
2,295 


6,345 
4,090 
2,250 


6,055 
4,655 
1,405 


87,240 
72,275 
14, 960 
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Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantition (20%) 


Main type of heating equipment 


Total Système de chauffage principal 
occupied 
private, Furnace Installed s 
: A tove or 
dwellings - electric 
Tenure - Système heating heater 
Mode d‘occupation Total system - Other 
des Steam or - Poêle . 
logements hot water Hot air Système où Autres 
privés - . de : 
occupés À vapeur A air cheuf fage fournaise 
ou à eau chaud é 
chaude l'électricité plancher 
Non-farm - Non agricoles 
Total 1,500, 390 810, 805 97,280 713,520 389,340 228.435 71,820 
Owned - Possédés 1,230, 760 674, 105 76,660 597,440 316,270 182,750 57,640 
Rented - Loués 269,630 136,700 20,625 116.080 73,065 45,685 14,180 
Farm - Agricoles 
Total 272,450 180,215 15.060 165.160 31,980 44,830 15,420 
Owned - Possédés 258.930 170, 620 14,330 156,290 30,920 42,750 14,635 
Rented - Loués 13,520 9,595 730 8.865 1,060 2,085 785 
Newfoundland - Terre-Neuve 
Totel 
Total 148,420 65,810 22,255 43,550 48,760 29,820 4,025 
Owned - Possédés 119,695 53,470 16,725 36,740 34,925 27,635 3, 665 
Rented - loués 28,720 12,340 5,530 6.815 13,835 2,180 365 
Urban: - Régions urbaines: 
Tota! 
Total 90,070 45.765 18.315 27,445 33,570 9,375 1,355 
Owned - Possédés 66.505 35.530 13.440 22.090 21,590 8,260 1,125 
Rented - Loués 23.565 10,240 4.880 5.355 11.985 1,115 230 
100,000 - 499,999 
Total 31.650 16,640 9.065 7,575 14,055 860 105 
Owned - Possédés 19.975 12.260 6,320 5,945 7,035 620 55 
Rented - Loués 11.675 4,375 2,745 1,630 7,015 240 45 
10,000 - 28,999 
Total 23,545 13,250 4,055 8,195 8,445 1,450 405 
Owned - Possédés 17,655 10,475 3.080 7,395 5.585 1,270 325 
Rented - loués 5,890 2,780 980 1.800 2,860 175 75 
5,000 - 9,999 
Total 9,850 4,940 1,510 3.430 3.190 1,535 185 
Owned - Possédés 7,030 3,245 905 2.340 2.415 1,245 125 
Rented - Loves : 2,825 1,695 605 1,095 770 295 65 
2,500 - 4,889 
Total 13,510 6,015 2,105 3,905 4,430 2,725 335 
Owned - Possédés 11,550 5,245 1,810 3,435 3,530 2.470 305 
Rented - Loués 1,960 765 295 470 905 260 30 
1,000 - 2,489 
Total 11,505 4,920 1,575 3,340 3,455 2,800 330 
Owned - Possédés | 10,295 4,305 1,325 2,980 3,020 2.660 315 
Rented - Louës 1,210 620 250 365 435 140 15 
Rural: - Régions rurales: 
Total 
Total 58,350 20,040 3,940 16, 105 15,190 20,445 2,675 
Owned - Possédés 53,195 17,940 3,285 14,655 13,340 19,370 2,540 
Rented - Loués 5,160 2.105 655 1,455 1.850 1,070 130 


See note(s) at end of table. - Voir note à la fin du tableau. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
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Tableau 5. Logements privés occupés selon te mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions ruraies non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total 
occupied 


Systéme de chauffage principal 


private Furnace Installed 
Tenure dwellings - electric Stove or 
. - Systéme heating heater 
Mode d’occupat ion Total system 
P des Steam or - 
logements hot water | Hot sir Système 
privés ot 7 de : 
occupés À vapeur A air chauf fage fournsise 
ou à eau Chaud à plencher 


chaude l'électricité 


Non-farm - Non agricoles 


Total 57,905 19.880 3,885 15,995 15,080 20,300 
Owned - Possédés 52,755 17,780 3,240 14,535 13,235 19,225 
Rented - Louës 5,145 2,100 645 1,455 1.845 1,070 


Farm - Agricotes 


Total 445 165 50 115 110 145 
Owned - Possédés : 435 160 50 115 105 145 
Rented - Loués 10 5 5 - 5 - 


Prince Edward Island - Île-du- 
Prince-Edouard 


Total 
Total 37,660 29,200 15,795 13,410 895 6,280 
Owned - Possédés 28,495 21.360 10,570 10,795 470 5,490 
Rented - loués 8,160 7,845 5,225 2,615 420 790 


Urban: - Régions urbaines: 


Total 
Total 14,930 13,550 9,020 4,530 435 800 
Owned - Possédes 8,325 7.535 4,730 2,805 135 545 
Rented - Loués 6,610 6.015 4,290 1.730 295 260 


10,000 - 28,899 


Total 12.360 11.365 7,725 3.635 395 515 
Owned - Possédes 6.495 6.030 3,945 2.080 130 290 
Rented - Loués 5,870 5,335 3,780 1,560 265 230 


1,000 - 2,499 


Total 2,565 2,190 1,290 895 35 285 
Owned - Possédés 1,830 1,510 785 725 5 255 
Rented - Loués 740 680 510 170 25 35 
Rural: - Régions rurales: 
Total 
Total 22,730 15,650 6,775 8,880 460 5,475 
Owned - Possédés 20,175 13,820 5,840 7,985 335 4,950 
Rented - Loués . 2,555 1,830 935 890 130 530 


Non-farm - Non agricoles 


Total 19,750 13, 750 6,175 7,575 425 4,630 
Owned - Possédés 17,250 11,965 5,245 6,715 295 4,115 


Rented - Loués 2,500 1,785 925 860 125 520 


Farm - Agricoles 


Total 2,980 1,900 600 1,305 40 850 
Owned - Possédés 2.925 1,860 585 1,270 40 840 
Rented - loués 55 45 15 35 - 10 


Nova Scotia - Nouvelle-Écosse 
Tota! 


Total ‘ 273,195 205,200 88,475 116, 730 28,605 32,380 


See note (s) at end of table. - Voir note à ls fin du tableau. 
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Other 


Autres 


2.650 
2.515 
135 


1,285 
1,175 
110 


145 
110 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total Système de chauffage principal 
occupied 
private Furnace Installed 
Tenure dwe | lings - electric Stove or 
. - Systène heating heater 
Mode d’occupation Total system - Other 
des Steam or - Poêle . 
Sri hot water Hot air Système ou Autres 
occupés A vapeur A pir chauffage fournaise 
. ou à eau chaud a 
chaude l'électricité plancher 
Owned ~ Possédés 195,310 146,755 50,585 96,165 36,115 26,480 5,955 
Rented - Loués 77,885 58.445 37, 885 20,565 12, 480 5,895 1.060 
Urben: - Régions urbaines: 
Total 
Total 156.805 129,665 67,510 62,155 16,675 8,390 2.075 
Owned - Possédés 92,070 79,225 32.355 46,875 6.055 5,355 1.440 
Rented - Louës 64,730 50.440 35,155 15,285 10,625 3,030 640 
100,000 - 499,989 
Total 77,700 67,580 39,110 28.475 8,000 1,565 550 
Owned - Possédés 37,975 34,655 14,055 20, 600 2,325 680 320 
Rented - Loués 39,720 32,925 25,050 7,875 5,680 885 235 
30,000 - 99,999 
Total 10.835 8,765 5,190 3,575 1,525 425 115 
Owned - Possédés 6,995 6,220 3,475 2.750 495 220 55 
Rented - Loués 3.840 2,550 1,720 825 1.035 205 55 
10,000 - 29,998 
Total 30,930 24,620 12,330 12,290 2,920 2,680 710 
Owned - Possédés 22.760 18.720 8.695 10,025 1,415 2,085 540 
Rented - Loués 8.170 5.900 3.635 2,265 1,505 595 170 
5,000 - 9,998 
Total 17,695 13,510 4,825 8,680 2,150 1,695 340 
Owned - Possédés 10,650 8,590 2,580 6,010 845 960 255 
Rented - Loués 7.045 4,920 2,250 2,670 1,305 730 90 
2,500 - 4,899 
Total . 9,815 7,890 3,670 4,215 1,065 685 175 
Owned - Possédés 6,470 5,510 2,020 3,495 435 400 125 
Rented - loués 3,345 2,380 1,655 725 630 285 45 
1,000 - 2,499 
Total 9,830 7,300 2,375 4,920 1,005 1,340 190 
Owned - Possédés 7,220 5,530 1,535 3,995 540 5.005 140 
Rented - Louës 2,610 1,770 845 $25 460 330 50 
Rural: - Régions rurates: 
Total 
Total 116,390 75,535 20,965 54,575 14,925 23,990 4,935 
Owned - Possédés 103,235 67,530 18,235 49,295 10,065 21,130 4,520 
Rented - Louës 13,155 8,005 2.725 5.280 1,865 - 2,865 420 
Non-farm - Non agricoles 
Total 111,820 72,610 20,385 52,230 11,755 22,900 4,550 
Owned - Possédés 98,780 64, 690 17,675 47,015 9,895 20,055 4,135 
Rented - Loués 13,040 7,925 2,710 5,215 1,865 2,845 410 
Farm - Agricoles 
Total 4,570 2,925 580 2,345 170 1,090 390 
Owned - Possédés 4,460 2,840 560 2,280 170 1,075 385 
Rented - Loués 110 80 20 65 - 25 5 


See notels] at end of table. - Voir note à la fin du tableau. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'’occupstion 


New Brunswick - Nouveau-Brunswick 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
30,000 - 99,899 
Total 
Owned - Possédés 
Rented - Loués 
10,000 - 29,998 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 98,998 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rurales: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - Loués 
Farm - Agricoles 
Total 


Owned - Possédés 
Rented - Loués 


See notes) at end of table. - Voir nota à la fin du tableau. 


Total 
occupied 
private 
dwellings 


Total 
des 
logenents 
privés 
occupés 


214,920 
157.680 
57,240 


116,595 
70.120 
46,475 


2,935 


98,325 
87,560 
10,760 


94,560 
83,880 
10,680 


3,760 
3,685 
80 


132,140 
96,830 
35,300 


82,045 
51,935 
30,110 


52,595 
32,235 
20.355 


8,920 
5.850 
3,070 


7,940 
4.390 
3,555 


5,795 
4,170 
1,625 


6.795 
5,290 
1,505 


50,090 
44,900 
5, 190 


47,970 
42,825 
5, 145 


2,125 
2,075 
50 


Main type of heating equipment 


Système de chauffage principel 


Furnace 


Systène 


Steam or 
hot water 


A vapeur 
ou à eau 
chaude 


48,170 
27,770 
20.400 


39,070 
20.000 
19,075 


29,145 
14,240 
14,900 


3,625 
1,820 
1,805 


2,395 
1,345 
1,050 


1,425 
780 
640 


2.485 
1,810 
675 


9,100 
7,770 
1,330 


8,740 
7,415 
1,320 


Hot air 


A air 
chaud 


83,970 
69.065 
14,905 


42,980 
31,935 
11,040 


23.450 
17,990 
5.460 


5,300 
4,035 
1,270 


5,545 
3.045 
2,500 


4,375 
3,390 
980 


4,310 
3,480 
835 


40,985 
37, 130 
3, 865 


39,230 
35,405 


3,820 


1,755 
1,715 


Instal ted 
electric 
heating 
system 
Système 

de 
chauf fage 

é 

l'électricité 


49,860 
33,580 
16,280 


26,615 
13,440 
33.175 


15,335 
7,000 
8,330 


3.485 
1,645 
1.840 


2.810 
1.675 
1,135 


1,630 
870 
765 


3.355 
2,250 
1,105 


23.250 
20,140 
3,105 


22,935 
19,840 
3,095 


Stove or 
space 
heater 


plencher 


Poële 


ou 


fournaise 


de 


24,635 
20.240 
4,390 


5,750 
3.325 
2,425 


2.860 
1,370 
1,490 


775 
465 
310 


690 
500 
185 


425 
245 
185 


995 
745 
250 


18,880 
16,915 
1,965 


17,990 
16, 045 
1,945 


82-932 


Other 


Autres 


8.290 
7.020 
1,265 


2.180 
1.415 
765 


1.040 
640 
395 


275 
165 
110 


280 
160 
115 


295 
220 
70 


295 
225 
70 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
‘Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon ie mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total Système de chauffage principal 
occupied 
private Furnace Installed 
Tenure dwelt lings - electric Stove or 
. - Système heating neater 
’ : Total system 
Mode d'occupation - Other 
des Steam or - Poë le . 
logements hot water | Hot air Systène ou Autres 
prives . . de fournaise 
occupés A vapeur A air chauf fage de 
ou à eau chaud à Jancher 
chaude l'électricité] P 
Québec 
Total 
Total 2.172.855 } 1,027,995 473.840 554,150 875,765 224,610 44,490 
Owned - Possédés 1,157,425 613,220 173,840 439,380 442,070 82.060 20,075 
Rented - Loués 1,015,430 414.775 300,005 114,770 433.695 142,550 24.410 
Urban: - Régions urbaines: 
Total 
Total 1,751,750 883,760 449,230 434,535 * 674,610 162,050 31,325 
Owned - Possédés 807,985 491,425 154,545 336,880 276,450 30.900 9.205 
Rented - Loués 943,770 392,345 294, 685 97.655 398,160 131,155 22,115 
500,000 and over - 500,000 et plus 
Total 1,202,045 635,265 354.810 280,455 423,930 117,965 24,890 
Owned - Possédés 496,155 322,475 108.790 213,685 151,310 16,640 5.725 
Rented - Loués 705.895 312.790 246.020 66.765 272.625 101.320 19.165 
100,000 - 499,998 
Total 105.770 53.665 26,415 27.250 43,405 7,865 835 
Owned - Possédés 53.760 2,235 10,615 21.625 19,620 1.565 335 
Rented - loués 52.015 21,430 15.800 5.630 23.785 6.300 500 
30,000 - 99,999 
Total’ 149, 235 65,030 21.290 43.740 69,290 13.795 1,120 
Owned - Possédés 80.785 46,860 10.345 36.515 30,575 2,825 525 
Rented - Louës 68.445 18,175 10.945 7,225 38,715 10.965 595 
10,000 - 29,999 
Total 123,720 57,670 23.570 34,105 56,375 8.020 1,660 
Owned - Possédés 70.005 37,825 11,560 26,265 28,565 2.735 885 
Rented - Loués 53,710 19,850 32,015 7,835 27,805 5.280 770 
5,000 - 8,999 
Total 39.075 16,915 6.545 10,365 19,215 2.385 555 
Owned - Possédés 23,225 11,830 3.390 8.445 10,130 950 315 
Rented - Loués 15,850 5,085 3, 160 1,925 8,085 1,435 245 
2,500 - 4,999 
Totel 71,360 30,660 10,190 20,470 33.570 5.965 1,175 
Owned - Possédés 43,005 21,500 5,655 15,845 18,370 2.505 625 
Rented - Loués 28.360 9,155 4,535 4,625 15,200 3.455 545 
1,000 - 2,499 
Total 60,540 24.555 6,410 18,150 28,830 6,060 1,095 
Owned - Possédés 41.045 18,690 4,195 14,500 17,885 3.675 800 
Rented - Loués 19,495 5,860 2,210 3.650 10,945 2.390 295 
Rural: - Régions ruraies: 
Total 
Total 421, 105 144,230 24,615 119,615 201,155 62,555 13,160 
Owned - Possédés 349,450 121,795 19,295 102,500 165,620 51,160 10,870 
Rented - loués 71,660 22,430 5,315 17,115 35,535 11,400 2,295 


See notes) at end of table. - Voir note à ia fin du tableau. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Frovinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented - loués 
Ontario 
Tota! 
Total 
Owned - Possedés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Louës 
500,000 and over - 500,000 et plus 
Total 
Owned + Possédés 
Rented - Loues 
100,000 - 499,998 
Total 
Owned - Possédés 
Rented - Loves 
30,000 - 89,998 
Total 
Owned - Possédés 
Rented - loués 
10,000 - 28,999 
Total 
Owned - Possédés 
Rented - loués 
5,000 - 8,989 
Totel 
Owned - Possédés 
Rented - Loués 
2,500 - 4,989 


Total 
Owned - Possédés 
Rented - loués 


See note ts) at end of table. - Voir note à la fin du tableau. 


Main type of heating equipment 


Total 
occupied 


Systéme de chauffage principal 


private Furnace Installed 
dwellings - electric | Stove or 
- Système heating heater 
Total system . 
des Steam or - Poéle 
logements hot water | Hot air Système où 
prives A “ , de fournsise 
occupés vapeur A air chauf fage de 
ou à eau chaud à plancher 
chaude l'électricité 


378,115 128,495 21,960 106,540 188, 805 50,070 
307.745 106,635 16,755 89,875 153, 660 38,940 
70.370 21.865 5,205 16,660 35.145 11,135 
42,990 15,735 2,655 13,080 12,350 12,490 
41,700 15,165 2,540 12.620 11,960 12,220 
1,290 570 445 460 390 265 
2.969.785 | 2,329, 790 634,620 | 1,695, 165 452,940 114,020 
1,878,950 | 1,552,785 189,110 | 1,363,675 200,925 76,120 
1.090,835 777,005 445,515 331,490 252.015 37,900 
2.482,865 | 2.014.210 610,975 | 1.403.240 365.135 53.560 
1,469,925 | 1.283.545 169.950 | 1.113.595 127,740 28.485 
1,012,940 730, 665 441,020 289.640 237.395 25.075 
1.350.275 | 1. 153,740 437.805 715.940 361.465 12.465 
743,820 674,175 112.130 562.050 50,235 6,135 
606.455 479,565 325.675 153.890 111,235 6,325 
490,415 397,015 88,675 308,340 72,585 10,275 
307,020 274,845 25,980 248,870 20,310 5,295 
183, 400 122, 165 62,700 59,470 52,280 4,990 
253,940 189,565 40, 430 149, 135 49,920 8,130 
455,725 130, 385 12,950 117,425 18, 150 3,710 
88,210 59, 180 27,475 31.705 31,775 4,420 
162,010 121,280 22.245 89,030 28,920 7,515 
105, 965 88,010 7,840 80,165 11,515 3,830 
56,050 33,275 14,405 18,870 17,405 3.680 
92,875 64, 155 9,915 54,245 21,415 4,895 
62,450 46,890 4,225 42,665 11,025 2,950 
30,425 17,270 5,690 14,575 10,390 1,945 
74,405 50,715 7,365 43,345 16,245 5,385 
51,655 39,265 4,090 35,170 7,810 3,155 
22,745 11,445 3,270 8,180 8,330 2,230 


82-932 


Other 


Autres 


10,740 
8,515 
2,230 


2,420 
2,355 
65 


73,040 
49,120 
23,915 


49,960 
30.160 
19.805 


22,600 
13.270 
9.330 


10,540 
6.575 
3,965 


6,320 
3,485 
2,835 


4,300 
2,610 
1,690 


2,405 
1.580 
830 


2,065 
1.325 
735 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et € 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total Système de chauffage principal 
occupied 
private Furnace Installed 
Tenure dwe | lings - electric Stove or 
. - Système heating heater 
Mode d'occupation Total systen - Other 
des Steam or - Poêle . 
logements hot water | Hot air Système ou Autres 
prives . - de fournsise 
occupés A vapeur À air chauffage de 
ou à eau chaud é 
chaude l'électricité plancher 
1,000 - 2,499 
Total 58,945 37,740 4,530 33.210 44,575 4,890 1.735 
Owned - Possédés 43,295 29,980 2.725 27,255 8.595 3.415 1,315 
Rented - Loués 15,650 7,765 1,810 5.960 5.985 1.475 425 
Rural: - Régions rursies: 
Total 
Total 486,920 315,575 23,655 291,925 87.800 60, 460 23.080 
Owned - Possédés 409,025 269,240 189, 160 250,075 73,185 47,635 18,965 
Rented - Louës 77,895 46,335 4,490 41,850 14, 620 12,830 4,110 


Non-farm - Non agricoles 


Total 411,920 260,830 19,285 241,545 81,445 50.420 
Owned - Possédés 338,435 217,840 15, 080 202,745 67, 100 38, 200 
Rented - Loués 73,485 42,990 4,190 38, 800 14,345 12,215 


Farm - Agricoles 


Total 75,000 54,750 4.365 50,380 6.360 10,045 3,855 
Owned - Possédés . 70,585 51,400 4,065 47,330 6,085 9.430 3.675 
Rented - Louës 4,415 3.345 300 3.045 275 615 180 
Manitoba 
Total 
Total 357,985 251.700 44,725 206.975 80,245 43,855 32,175 
Owned - Possédés 235,585 180, 665 13,270 167,400 35.535 11.025 8.370 
Rented - Loués 122,395 71,040 31.460 39,580 44,715 2.835 3,805 
Urban: - Régions urbsines: 
Total 
Total 270,000 209,835 42,830 167.005 50,395 2.835 6.940 
Owned - Possédés 161,345 144,755 11,950 132,805 10,745 1,650 4,190 
Rented - Loués | 108,660 65,080 30,885 34,195 39,650 1,180 2,750 


500,000 and over - 500,000 et plus 


Total 210,980 170,455 38,685 131,770 34,300 1,505 4,715 
Owned - Possédés 122,060 115,360 10,630 104,730 3,310 695 2.695 
Rented - ioués 88,915 55,095 28,055 27,040 30,990 810 2,020 


30,000 - 99,998 


Total 13.460 9,830 1,315 8.515 3,090 90 455 
Owned - Possédés 8,335 7,185 415 6,770 860 45 245 
Rented - Loués 5,130 2,645 900 1,745 2.235 45 210 


10,000 - 28,999 


Total 12,030 7,955 865 7.090 3,240 255 580 
Owned - Possédés 7,340 5,830 160 5,665 920 165 430 
Rented - loués 4,690 2, 130 705 1,420 2,320 95 150 


5,000 - 9,889 


Total : 12,400 8,270 875 7,395 3,230 365 540 
Dwned - Possédés 8,520 6,225 295 5.925 1,710 260 325 
Rented - Loués 3.880 2,045 570 1,470 1,520 105 210 


See note ls) at end of table. - Voir note à la fin du tableau. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
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Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loues 
Rural: - Régions rurales: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented + Loués 
Saskatchewan 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
100,000 - 498,999 
Total 
Owned - Possédés 
Rented - Loués 
30,000 - 99,999 
Total 
Owned - Possédés 
Rented - Louës 
10,000 - 29,889 
Total 


Owned - Possédés 
Rented - Loués 


See notes] at end of table. - Voir nota à Is fin du tableau. 


Main type of heating equipment 


Système de chauffage principal 


Total 


occupied 
private Furnace Installed 
dwellings - electric Stove or 
- Systeme heating heater 
Total system 
des Steam or - 
logements hot water Hot air Système 
privés ot 7 de + 
occupés A vapeur A air chauf fage fournaise 
ou à eau chaud à plancher 


chaude l'électricité 


7,530 5,175 445 4,730 2,005 175 
5,495 4,140 190 3,945 1,110 435 
2,035 1.035 250 785 895 40 
13,595 8,150 645 7,505 4,530 445 
9.590 6.015 245 5,770 2.840 355 
4,005 2.135 405 1,735 1,690 85 
87,985 41,870 1,895 39,975 29.850 11.020 
74,245 35,910 1,320 34,590 24,790 9,370 
13,735 5,960 580 5.380 5,065 1,655 
63,205 28.405 1,340 27,065 22,965 8.030 
50.715 23.200 790 22.410 18,120 6.535 
12,490 5,205 545 4,660 4,850 1,500 
24,780 13.465 565 12.905 5,885 2.990 
23.535 12,710 530 12.180 6,670 2.835 
1,250 755 30 725 215 155 
332,710 286, 120 42,665 243,455 16,735 20,580 
242,515 209,040 8.590 199,450 9.475 16.800 
80,200 77,080 33.075 44,005 7,255 3.775 
205,435 189,835 37,370 152,470 8,860 3.580 
133,805 126,895 5,620 121,275 2.805 2,130 
71,630 62,945 31,745 31,195 6,050 1,450 
115, 485 107,710 24,865 82,850 5,285 1,025 
71,235 68,625 3,040 65,585 1,305 460 
44,245 39,090 21,825 17,260 3,985 560 
23,580 21,685 4,185 17,500 1,105 445 
15, 195 14,415 595 13,820 325 255 
8,385 7,265 3,590 3,675 780 190 
19,520 18,040 3,095 14,950 685 450 
13,075 12, 420 500 11,925 190 245 
6,445 5,620 2,595 3,025 495 210 


82-932 


Other 


Autres 


175 
110 
65 


470 
380 
95 


5,240 
4,180 
1,060 


3,795 
2.855 
935 


1,445 
1,320 
120 


9,280 
7,195 
2,085 


3,155 
1,980 
1,180 


1, 460 
850 
610 


345 
200 
150 


345 
220 
125 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et € 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total 
occupied 


Système de chauffage principal 


Installed 


private Furnace 
Tenure dwellings - electric Stove or 
. - Système hest ing neeter 
: . Total systen . 
Mode d‘occupation des Steam or . Podle Other 
Nr hot water Hot air Systene ou. autres 
occupés À vapeur A pir chauf fage fourneise 
ou à eau chaud è 
chaude l'électricité plancher 
5,000 - 8,999 
Total 11,650 10,595 1,785 8,805 600 230 230 
Owned - Possédés 8.165 7,565 480 7,085 280 165 155 
Rented - loués 3.485 3,030 1.305 1,720 320 60 75 
2,500 - 4,999 
Total 14,450 12.825 1,560 11,260 585 630 415 
Owned - Possédés 10,160 9,190 385 8,805 270 430 265 
Rented - Loués 4,290 3.630 1.180 2.455 310 195 150 
1,000 - 2,499 
Total 20,750 18,985 1,875 17,115 605 800 360 
Owned - Possédés 15,975 14,675 620 14,055 435 575 290 
Rented - loués 4,775 4,305 1,250 3,060 170 225 70 
Rural: - Régions rurales: 
Total 
Tota! 127,280 96,280 5.295 90,985 7,875 16,995 6, 125 
Owned - Possédés 108,705 82.145 3,970 78,175 6.675 14,670 5,215 
Rented - loués 18,570 14.135 1,325 12.810 1,205 2.325 905 
Non-farm - Non agricoles 
Total 76,665 57.915 3,050 54,865 4,625 10,605 3,515 
Owned - Possédés 61.085 46,020 1.820 44,200 3.500 8.745 2.815 
Rented - Loués 15,580 11,890 1,230 10, 660 1.120 1,860 705 
Ferm - Agricoles 
Total 50.615 38.365 2,245 36,125 3,250 6,390 2,610 
Owned - Possédés 47,620 36.125 2.150 33.975 3,165 5.925 2,400 
Rented - ioués . 2,995 2,240 30 2, 150 80 470 205 
Alberta 
Total 
Total 758,240 685,575 125,755 559,820 25,915 28.555 18,200 
Owned - Possédés 478,215 440,385 20,240 420,145 6,270 19,590 11,965 
Rented - loués 280,030 245,190 105,515 139,675 19,640 8,965 6,230 
Urban: - Régions urbaines: 
Total 
Total 608,475 565,090 117.965 447,120 23,750 9.645 9,995 
Owned - Possédés 354,395 339,675 14,265 325,415 4,785 4,470 5,460 
Rented - Loués 254,085 225,410 103.700 121,705 18,965 5,175 4,535 
500,000 and over - 500,000 et plus 
Total : | 424,940 396,250 93.920 302,330 18,125 3.865 6,700 
Owned - Possédés 234,070 226,165 10,610 215,555 3.125 1,395 3,390 
Rented - Loués 390,870 170,085 83,305 86,780 15,010 2,470 3,310 
30,000 - 99,999 
Total 61,030 56,505 10, 100 46,405 2, 180 990 1, 360 
Owned - Possédés 37,890 36,095 1,085 35,015 460 435 895 
Rented - Loués 23,145 20,410 9,020 11,395 1,715 555 460 


Ses notes) at end of table. - Voir note à le fin du tableau. 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d’occupstion 


10,000 - 29,989 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 8,999 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rureles: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm ~ Non agricoles 
Total 
Qwned - Possédés 
Rented - Loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented - Louës 
British Columbie - Colombie-Britannique 
Total 
Total 
Owned - Possédés 
Rented ~ Loués 
Urban; - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - loués 
500,000 and over - 500,000 et plus 
Total 


Qwned - Possédés 
Rented - Loués 


See note ls) at end of table. - Voir nota à ta fin du tableau. 


Total 
occupied 
private 
dwellings 


Total 
des 

logements 
prives 

occupés 


25,935 
17,145 
8.795 


35.280 
23,040 
12,245 


41,250 
28,275 
12,980 


20,030 
13,975 
6,050 


149,765 
123, 820 
25,950 


98,945 
75,495 
23,450 


50,825 
48,325 
2,500 


986, 640 
641,445 
355, 195 


800,015 
483,295 
316,720 


432, 180 


245, 185 
186,995 


24,455 
16,510 
7,945 


32,615 
21,775 
10,840 


37,305 
26.355 
10,955 


17,965 
12,780 
5, 180 


120, 485 
100,705 
19,780 


715,030 
481,215 
223,815 


608,520 
401,155 
207,365 


357,905 
219,115 
138,790 


Main type of heating equipment 


Systéme de chauffage principal 


Furnace 


Système 


Stesm or 
hot water 
À vapeur 
ou à eau 
chaude 


3.910 


¥,580 


177, 860 
51,810 
126, 150 


170, 115 
45,730 
124,385 


123, 455 
31,350 
82,105 


Hot air 


À sir 
chaud 


20,545 
16,095 
4,450 


28,380 
21,070 
7,315 


33.075 
25,380 
7,690 


16,390 
12,305 
4,080 


112,700 
84,730 
17,970 


73,900 
57,860 
16,045 


38,795 
36,875 
1,925 


537,065 
439,405 
87,660 


438,400 
355,420 
62,975 


234, 450 
187, 765 
46,690 


Installed 
electric 
heating 
systen 
Systène 
de 
cheuf fage 


ry 
l'électricité 


645 
150 
490 


1,090 
395 
700 


1,155 
420 
735 


555 
235 
315 


2.170 
1,485 
680 


1.820 
1.155 
660 


345 
330 
15 


189,500 
87,335 
102, 160 


148, 065 
55,840 
92,225 


- 56,930 
16, 780 
40, 145 


Stove or 
space 
heater 


fournaise 
de 
plancher 


480 
280 
205 


1,100 
585 
515 


2.165 
1,145 
1,025 


1,045 
635 
410 


18,905 
15,115 
3,790 


12,400 
8,915 
3,485 


6,505 
6, 195 
305 


55, 055 
36,780 
18,270 


22,445 
12,620 
9,825 


7,935 
3,735 
4,205 


92-932 


Other 


Autres 


355 
195 
160 


480 
290 
195 


630 
360 
265 


470 
325 
445 


8.205 
6,505 
1,700 


5,630 
4,065 
1,565 


2,575 
2,435 
135 


37,060 
26,110 
10,945 


20,985 
13, 680 
7,305 


9,410 
5,560 
3,845 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Main type of heating equipment 


Total Systéme de chauffage principal 
occupied 
private Furnace Installed 
Tenure dwellings - electric Stove or 
. - Systéme heating heater 
à . Total system . 
Mode d'occupation des Steen or | . Pose 
logements hot water | Hot air Système ou 
privés 0 7 de : 
occupés À vapeur A air chauffage fournaise 
ou à eau cheud è 
chaude l'électricité plancher 


100.000 - 499,999 


Total 86,465 57.665 18.935 38,730 25,215 2,265 
Owned - Possédés 49,540 36,535 5.250 31,285 10,720 1,380 
Rented - Loués 36,925 21.130 13, 690 7.445 14,495 885 


30,000 - $9,999 


Total 114,145 84,110 13.155 70,960 23.075 3,550 
Owned - Possédés 75,170 62.355 4,195 58, 160 8.480 2,095 
Rented - Louës 38,975 21.760 8,960 12,795 14,585 1, 460 


10,000 - 29,999 


Total 92, 150 60,320 8,505 51,815 23,720 4,555 
Owned - Possédés 60,915 45,280 2.630 42,650 10,390 2,605 
Rented - Loués 31,230 15,040 5,875 9,165 13,325 1,955 


5,000 - 9,999 


Total 32,455 22,840 3.750 19,090 7,035 1,295 
Owned - Possédés - 22,560 57,350 1,230 16,120 3.490 880 
Rented - loues 9,890 5.485 2.525 2.965 3,545 415 


2,500 - 4,999 


Total 26,010 16.105 1.705 14.405 7,300 1,600 
Owned - Possédés 18,060 12.795 750 12.045 3,510 1,040 


Rented - Loués 7,955 3.315 955 2.355 3.785 565 


1,000 - 2,499 


Total 16.605 8.570 610 8.960 4.800 1.235 
Owned - Possédés 11,855 7,720 335 7.395 2.470 880 
Rented - Loués 4,750 1,850 280 1,565 2.330 355 
Rural: - Régions rurales: 
Total 
Total 196,630 106.510 7.845 98,665 41,435 32,605 
Owned - Possédés 158,150 90,065 6.075 63,985 31,495 24, 160 
Rented - Loués 38,475 16,450 1.765 14.680 9,935 8,440 


Non-farm - Non agricoles 


Total 180,145 97,115 6,795 80,315 39,270 29,170 
Owned - Possédés 142,500 81,125 5,070 76,060 29.405 20,950 
Rented - Loués 37,650 15,985 1,730 14,255 9.865 8,220 


Farm - Agricoles 


Total 16, 480 9,395 1,045 8,350 2.165 3,440 
Owned - Possédés 15,655 8.935 1,015 7,925 2,095 3,210 
Rented - Loués 825 460 35 425 L 70 225 
Yukon 
Total 
Total 7,590 4,975 1,000 3,980 1,160 985 
Owned - Possédés 4,000 2,345 190 2,155 535 770 


Rented - Loués 3,585 2.625 805 1,820 625 215 


See note(s) at end of table. - Voir nota à la fin du tableau. 


82-932 


Other 


Autres 


1,325 


225 


16,075 
12.430 
3,645 


14,595 
11,015 
3,575 


1,480 
1,415 
70 


465 
345 
120 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilton (20%) 


Tenure 


Mode d'occupation 


Urban: - Régions urbaines: 
Total 

Total 

Owned - Possédés 

Rented - Loués 

10,000 - 28,999 

Total 

Owned - Possédés 

Rented - Louës 
Rural: - Régions rurales: 
Total 

Total 

Owned - Possédés 

Rented - Loués 

Non-farm - Non agricoles 

Total 

Owned - Possédes 

Rented - loués 


Northwest Territories - 
Territoires du Nord-Duest 


Total 
Total 
Owned - Possédés 


Rented - Loués 


Urban: - Régions urbaines: 


Total 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,999 
Total 
Qwned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - loués 
1,000 - 2,499 


Total 
Owned - Possédés 
Rented - Loués 


See note(s) st end of table. - Voir note à la fin du tableau. 


Main type of heating equipment 


Total Systéme de chauffage principal 
occupied 
private Furnace Installed 
dwellings - electric Stove or 
- Systène heat ing henter 
Total systen à 
des Steam or - 
logenents hot water | Hot air Systène Posie 
privés ot - de . 
occupés À vapeur A air chauf fage fournaise 
ou à eau chaud ë 


a 
chaude l'électricité] Plencher 


4.975 3,410 780 2.635 1.070 305 
2.710 1,855 150 1.705 480 245 
2.265 1.555 630 925 595 60 
4.975 3,410 780 2,630 1,075 305 
2,710 1,855 145 1,705 480 245 
2.265 1.555 635 825 595 55 
2.610 1,565 220 1,345 90 680 
1,290 495 45 445 55 525 
1,325 1,070 175 895 30 160 
2.610 1,560 220 1.345 85 680 
1,285 490 45 450 60 525 
1,325 1,075 175 895 30 160 
11,535 8.970 2.495 6,480 415 1,715 
2.615 1.615 230 1,375 40 700 
8.915 7,360 2,260 5.100 375 1,015 
6,775 5,790 2,235 3.555 295 480 
1,770 1,430 220 1,210 35 210 
5,000 4,360 2,020 2.345 260 275 
3,200 2,810 1,110 1,705 185 140 
945 835 130 705 10 65 
2,255 1,980 980 995 475 70 
1,825 1,525 765 760 65 160 
440 310 50 255 10 100 
1,385 1,220 715 505 55 65 
1,745 1,455 365 1,090 50 180 
385 290 40 250 15 40 
4, 165 325 840 30 140 


1,360 


82-932 


Other 


Autres 


190 
135 
55 


190 
135 
55 


275 
215 
60 


275 
215 
65 


° 425 
260 
165 
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Table 5. Occupied Private Dwellings by Tenure, Showing Main Type of Heating Equipment, for Canada and Provinces, 
Urban Size Groups, Rural Non-farm and Rural Farm, 1981 


Tableau 5. Logements privés occupés selon le mode d'occupation, par système de chauffage principal, Canada et 
provinces, régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sampie data - Basé sur les données-échantillon (20%) 


Main type of hesting equipment 


Total Systéme de chauffage principal 
occupied 
private Furnace Insta! led 
Tenure dwel! ings - electric stove or 
. - . Systène heating heater 
A . Total system 
Mode d‘occupation des Steam or . 
logements hot water | Hot air Systène 
privés - 7 de 
occupés À vapeur A sir chauffage fournaise 
ou à eau chaud 4 plencher 


chaude l'électricité 


Rural: - Régions rurales: 

Total 
Total . 4,760 3, 180 260 2,920 120 1,230 
Owned - Possédés 845 180 15 165 5 490 
Rented - Loués 3,915 3.000 240 2,760 115 740 


Non-farm - Non agricoles 


Total 4,760 3.180 260 2,925 120 1,230 
Owned - Possédés 845 180 15 165 5 495 
Rented - Loués 3.915]. 3,000 240 2,755 115 740 


Farm - Agricoles 


Total 7 
Owned - Possédés 5 - - - - . 
Rented - Loués À - 


Note: For additional information concerning the data, see "Special Notes" section of text. - Nota: Pour obtenir plus de renseignements 
concernant les données, voir ta section “Notes spéciales” du texte. 


82-932 


Other 


Autres 


225 
170 


225 
60 


1 


Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d’occupation 


CANADA 
Total 
Total 
Owned - Possédés 
Rented - Louës 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
500,000 and over - 500,000 et pius 
Total 
Owned - Possédés 
Rented - Loués 
100,000 - 499,999 
Total 
Owned - Possédés 
Rented - Loués 
30,000 - 98,999 
Total 
Owned - Possédés 
Rented - Loués 
10,000 - 29,989 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 8,999 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rurales: 
Total 


Total 
Owned - Possédés 
Rented - Loués 


Total 


occupied 
private 
dwellings 


Tota! des 
logements 
privés 
occupés 


8,281,530 
5,141,930 
3,139,600 


6.508, 690 
3,652,245 
2,856, 445 


3,620, 420 


1 
1 


,841,295 
,779,125 


807.495 
539,510 
367,980 


698,050 
421.340 
276,710 


520,650 
332,200 
188,450 


266,215 
173.310 
92,905 


268,315 
180, 620 
87,690 


227,555 
163,970 
63,590 


.772,845 
.489, 685 


283,160 


Principal combustible utilisé 
pour le chauffage 


kérosène 


“AN 


aN) 


See note ls) at end of table. - Voir note à la fin du tableau. 


, 802,220 
,874, 880 


927,325 


.052,415 
,248,260 


804, 150 


,067, 555 


589,255 
478,300 


296,695 
184,700 
111,990 


228,490 
151,590 
76,900 


188,625 
130,695 
57,930 


89,995 
60.445 
29,555 


91.580 
64,590 
26,990 


89,475 
66,975 
22.495 


749,810 
626,630 
123,180 


Piped or 
bottled gas 


ou en 


bouteille 


3 
2 
1 


1 
1 


1 


, 132, 160 
,012,115 
,.120,040 


.836,850 
.769,205 
, 067,640 


. 707,320 
984,740 
722,580 


414,225 
282,970 
$31,250 


278,660 
190,010 
88,645 


176.340 
122,760 
53,580 


103,135 
72,420 
30,715 


95,895 
70,175 
25,720 


61,275 
46,130 
15.145 


295,305 
242,910 
52,400 


Electricity 


Principal heating fuel 


Gaz cenalisé le isctricité 


2,005, 100 


1, 


1 


956,940 
048, 160 


548,510 
579,700 
968,815 


830,805 
260, 060 
570,750 


189,340 
66,450 
122.895 


181,970 
72.575 
109,395 


141,205 
66,100 
75.105 


66,235 
34,505 
31,725 


73,150 
39,165 
33,985 


65,800 
40,845 
24,950 


456,590 
377,250 
79,345 


Other 


Autres 


342,055 
297,980 
44,070 


70,915 
55,080 
15,840 


14,730 
7,240 
7,495 


7,235 
5,390 
1,845 


8,925 
7,165 
1,765 


14, 480 
12,640 
1,840 


6.845 
5.935 
910 


7,685 
6,695 
990 


11,010 
10,020 
990 


271,135 
242,900 
28,235 


Oi} 
or 
kerosene 


Huile 
ou 
kérosène 


928,170 
496,130 
432,035 


763,635 
357,910 
405,725 


385,425 
145,570 
239, 850 


136, 260 
64,360 
71,900 


83,275 
46,540 
36,735 


77,080 
48,175 
28,905 


28,080 
16,395 
11,685 


29,035 
19,840 
9,190 


24, 480 
17,030 
7,450 


164,530 
138,220 
26.310 


Principal water heating fuel 


Principat combustible utilisé 


pour chauffer | ‘eau 


Piped or 


bottled gas 


82-932 


Electricity | Other 


Gaz canalisé sae 
ou en Électricité | Autres 


2 
1 
1 


2 
1 
1 


1 


boutei lle 


,931,580 
, 845,815 
, 085,765 


. 662,005 
, 623, 405 
038, 605 


, 635,940 
918,410 
717,525 


392,730 
263,040 
129,690 


253,815 
171,440 
82,375 


156,365 
108,850 
47,515 


88,935 
62,920 
26.015 


82,430 
60,130 
22,300 


51,805 
38,620 
13,185 


269,570 
222,410 
47,160 


4 
2 
À 


3 
1 
1 


i 


»332,115 
, 730,400 
. 601,710 


, 062,020 
. 661,005 
£401,015 


. 590,545 
775,715 
814,830 


376,560 
211,415 
165, 145 


359, 120 
202,515 
156, 600 


283, 485 
172, 305 
111.175 


147,775 
93,000 
54,780 


155,445 
99,610 
55,840 


149, 100 
106, 450 
42,645 


+270, 100 
. 069, 390 
200,705 


21,025 
9,925 
11,105 


8,520 
1,600 
6.915 


1,940 
700 
1,240 


1,840 
850 
990 


3,720 
2,865 
855 


1,425 
995 
430 


1,405 
1,045 
360 


2,180 
1,875 
300 


68,645 
59,665 
8,985 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuet, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur ies données-échantillon (20%) 


Principal heating fuel Principal water heating fuel 
Total Principal combustible utilisé Principal combustible utilisé 
occupied pour le chauffage pour chauffer l’eau 
private 9 
Tenure dwellings 


Piped or 
bottled gas 


Piped or 
Mode d'occupation . Total des bottled gas 
logements . . 
privés Huile Gaz canalisé 
occupés ou en 


ou : 
kérosène bouteille 


kerosene Electricity 


Gaz canalisé 
ou en 
bouteille 


Électricité 


kérosène 


Non-farm - Non agricoles 


Total 1,500, 395 627,795 238,510 420,335 | 213,750 | 149,960 216.940 1,075, 485 
Owned - Possédés 1,230,760 511.595 189,675 342,195 | 187,300] 124,200 172,770 884,430 


Rented - Loués 269.635 116,205 48,835 78,140} 26,455 25,765 44,170 191,055 


Farm - Agricoles 


Total 272,450 122,010 56,800 36,255 | 57,385 14,570 52,630 194,610 
Owned - Possédés 258,925 115,035 53,235 35,050! 55,605 14,020 49.640 184,970 
Rented -. Loues 13,520 6,975 3,565 1,205 1,780 550 2,990 9,645 


Newfoundland - Terre-Neuve 


Total 
Total 148, 420 76,285 80 50,100 | 21,945 37,730 865 101.580 
Owned - Possédés 119,695 62,695 70 35,930 | 21,000 30,470 800 80,710 
Rented - Loués 28.720 13,590 15 14,175 945 7,255 65 20,870 


Urban: - Régions urbaines: 


Total 
Total 90,070 50,150 50 34,375 5,495 27,100 600 60,645 
Owned - Possédés 66,505 39,125 35 22, 125 5,215 20,780 560 43,585 
Rented - Loués 23,565 11,025 10 12,245 280 6,315 35 17,060 


100,000 - 499,999 


Total 31,650 17,225 10 14,270 145 10,620 125 20,820 
Owned - Possédés 19,975 12,680 5 7,155 140 7,465 115 12,330 
Rented - Loués 11,675 4,550 5 7,120 5 3,150 10 8,490 
10,000 - 29,999 
Total 23,545 13,395 20 8,790 1,340 7,155 310 15,670 
Owned - Possédés 17,655 10,565 20 5,815 1,250 5,675 295 11.315 
Rented - Loués 5,890 2,830 5 2,970 90 1,485 15 4,355 
5,000 - 9,999 
Totai 9.855 5,980 5 3,280 590 2,495 10 7.090 
Owned - Possédés 7,025 4,030 5 2,465 525 1,755 5 5.040 
Rented - Loués 2,830 1,950 = 815 60 740 - 2.050 
2,500 - 4,999 
Total 13.510 7,410 10 4,510 1,585 4,095 95 8,900 
Owned - Possèdés 11,550 6.435 5 3,610 1,510 3.555 95 7,515 
Rented - Loués 1,965 980 5 900 75 540 5 1,380 
1,000 - 2,499 
Total 11,505 6,140 - 3,525 1,835 2,730 65 8, 165 
Owned - Possédés 10,295 5,415 - 3,090 1,790 2,335 55 7,380 
Rented - Loués 1,210 725 - 440 50 400 5 780 
Rural: - Régions rurales: 
Total 
Total 58, 350 26, 140 30 15.725 | 16,450 10, 630 : 260 40,940 
Owned - Possédés 53, 190 23.575 35 13,800 | 15,785 8.685 | . 235 37,125 
Rented - Loués 5,155 2,570 - 1,930 665 940 30 3,810 


See notels] at end of table. - Voir nota à la fin du tableau. 


82-932 


Other 


Autres 


58,005 
49,365 
8,645 


10,640 
10,300 
340 


6,520 
6,145 
375 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


Non-farm - Non agricoles 


Total 
Owned - Possédés 
Rented - Loués 


Farm - Agricoles 


Tota! 
Owned - Possédés 
Rented - Louës 


Prince Edward Isiand - Îie-du- 
Prince-Edouard 


Total 
« 


Total 
Owned - Possédés 
Rented - Loués 


D Urban: - Régions urbaines: 


Total 


Total 
Owned - Possédés 
Rented - Loués 


10,000 - 29,989 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rurales: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
Non-farm - Non agricoles 
Total 
Owned - Possédés 
Rented - Loués 
Farm - Agricoles 
Total 
Owned - Possédés 
Rented - Loués 


Nove Scotia - Nouvelle-Écosse 


D Total 


Total 
Owned - Possédés 
Rented - Louës 


See note (s) at end of table. - Voir nota à Is fin du tableau. 


Total 
occupied 
private 
dwellings 


Total des 
logements 
privés 

occupés 


57,910 
52,755 
5,150 


445 
435 
10 


37, B60 
28,500 
9.165 


14.930 
8,320 
6.605 


12,365 
6,495 
5,870 


2.570 
1,825 
740 


22,730 
20,175 
2,555 


19,755 
17,245 
2,505 


2,980 
2.925 
50 


273, 190 
195,310 
77,885 


Principal combustible utilisé 
pour le cheuffage 


kerosene 


Huile 
ou 


kérosène 


29,740 
21,475 
8,260 


13,825 
7,645 
6,180 


11,540 
6,060 
5,480 


2,285 
1,585 
700 


15,905 
13,825 
2,080 


14,320 
12,275 
2.045 


1,585 
1,550 
35 


205,405 
144,655 
60,755 


Piped or 
bottled gas 


Principal heating fuel 


Gaz canal isé 
ou en 
bouteille 


110 
75 
35 


2,980 
2,355 
625 


Electricity 


Électricité 


1,050 
535 
515 


545 
375 


500 


345 


40 
10 
30 


510 
370 
140 


470 


435 


30,640 
16,825 
13,810 


Other 


Autres 


16,280 
15.620 
660 


170 
170 


6,760 
6,405 
350 


540 


300 


6,225 
5,900 
320 


4,875 
4,575 
300 


1,350 
1,325 
20 


34,165 
31,470 
2,695 


Principal water heating fuel 


Principal combustible utilisé 


kerosene 
Huile 
ou 
kérosène 


10,540 
8.605 
940 


23,025 
16,390 
6,635 


11,440 
6,245 
5,195 


9,670, 
5.055 
4,615 


1,765 
4, 185 
580 


11,585 
10, 145 
1,445 


10,270 
8,840 
1,430 


1,320 
1,305 
10 


129,055 
86,055 
43,000 


pour chauffer l’eau 


bottled gas 


Gaz canalisé 
ou en 
bouteille 


260 
30 


1.905 
1,435 
475 


1,305 
1,170 
135 


1, 165 
1,035 
130 


140 
135 
10 


15, 805 
13,645 
2,155 


Electricity 


Electricité 


9,930 
8,035 
1,900 


2,710 
1,650 


1,060 | 


2,085 
1,150 
940 


625 
500 
125 


7,215 
6,380 
840 


6,360 
5,550 
810 


860 
830 
35 


114,055 
82,790 
31,265 


82-932 


Other 


Autres 


6,455 
6.075 
380 


2.795 
2,635 
160 


85 
80 


2,615 
2,480 
135 


1,960 
1,815 
140 


660 
660 


14,280 
12,820 
1,460 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


. Principal heating fuel 


Principal water heating fuel 


Total 
occupied 
private 
dwel tings 


Principal combustible utilisé 
pour chauffer | ‘eau 


Principal combustible utilisé 
pour le chauffage 


Tenure 


Piped or 
bottled gas 


Piped or 
bottled gas 


Total des 
logenents 


ae ; 
Mode’ d'occupation kerosene Electricity} Other kerosene Electricity | Other 


privés : Gaz canelisé |: sae : Gaz canalisé Loto 
occupés file ou en Électricité] Autres tuile ou en Électricité | Autres 
kérosène bouteille kérosène bouteille 


Urban: - Régions urbaines: 


Total 
Total 156, 805 130, 150 1,020 18,160 7,475 88,465 5,680 59,685 2.970 
Owned - Possédés 92.070 78,530 655 6,325 6,565 50, 150 4,380 35,050 2.485 
Rented - Loués 64,735 51,625 365 11,835 915 38,320 |. 1,295 24,635 485 


100,000 - 499,999 


Total 77,700 67,545 295 8,980 B85 51,445 1,000 24,995 255 
Owned - Possédés 37,980 34,620 160 2,455 745 24,545 575 12,730 130 
Rented - loués 39,720 32,920 135 6,525 135 26.900 425 12,270 130 


30,000 - 99,899 


Total 10,835 8,740 55 1,620 425 4,395 350 5,935 155 
Owned - Possédés 6,990 6,085 40 515 360 2,910 270 3,690 125 
Rented - Loués 3,835 2,650 15 1,105 70 1,485 75 2,245 30 


10,000 - 28,989 


Total 30,930 23,770 250 3,045 3,870 15,820 2,380 10,930 1,800 
Owned - Possédés - 22.760 17,670 175 1,460 3,455 11,575 2,045 7,535 1,605 
Rented - loués . 8,170 6,100 75 1,580 415 4,245 330 3,395 205 


5,000 - 9,999 


Total 17,695 14,220 145 2,345 985 7,855 775 8,925 345 
Owned - Possédés 10,650 8, 800 90 900 855 4,780 565 5,020 280 
Rented - Loués 7,045 5,420 55 1,445 125 2.880 210 3,900 65 


2,500 - 4,899 


Total 9.815 8,075 195 1,125 430 5,020 600 4,040 150 
Owned - Possédés 6,470 5,545 120 455 350}. 3.220 450 2,685 105 
Rented - Loués 3,345 2,525 70 660 80 1,795 155 1,355 40 


1,000 - 2,499 


Total 9,830 7,810 85 1,055 885 4,130 580 4,855 265 
Owned - Possédés 7,220 5,805 65 545 795 3, 120 470 3,390 240 
Rented - Loués 2,615 2,005 15 505 85 1,010 110 1,465 25 
Rural: - Régions rurales: 
Total 
Total 116,385 75,255 1,960 12,480 | 26,690 40,590 10,125 54,365 { 11,305 
Owned - Possédés 103,235 66,125 1,705 10,505 | 24,910 35,910 9,265 47,740 | 10,330 
Rented - Loves 13, 155 9,130 260 1,980 1,780 4,685 860 6,630 970 


Non-farm - Non agricoles 


Total 111,815 73,415 1,930 12,310 | 24,165 39,170 9,710 52,710] 10,225 
Owned - Possédés 98,775 64,340 1,670 10,330 | 22,435 34,545 8.850 46, 130 9,255 
Rented - Loués 13,045 9,070 260 1,980 1,730 4,630 860 6,580 970 


Farm - Agricoles 


Total | 4,570 1,840 35 475 2,525 1,420 415 1,655 1,085 
Owned - Possédés 4,460 1,780 30 170 2,475 1,365 415 1,605 1,075 
Rented - Loues 110 55 - - §5 55 - 50 10 


See note(s) at end of table. - Voir nota à la fin du tableau. 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d’occupation 


New Brunswick - Nouveau-Brunswick 


Total 


Total 
Owned - Possédés 
Rented - Loués 


Urban: - Régions urbaines: 


Total 


Total 
Owned - Possedés 
Rented - Loués 


30,000 - 99,999 


Total 
Owned - Possédés 
Rented - loués 


10,000 - 29,999 


Total 
Owned - Possédés 
Rented - Loues 


5,000 - 9,999 


Total 
Owned - Possédés 
Rented - Loués 


2,500 - 4,999 


{, 


Rural 


Total 


Total 
Owned - Possédés 
Rented - Loués 


000 - 2,499 
Total 


Qwned - Possédés 
Rented - loués 


: + Régions rurales: 


Total 
Owned - Possédés 
Rented - Loués 


Non-farm - Non agricoles 


Total 
Owned - Possédés 
Rented - Loués 


Farm - Agricoles 


Total 
Owned - Possédés 
Rented - Loués 


Total 
occupied 
private 
dwellings 


Total des 
logements 
privés 
occupés 


214,915 
157,680 
57,240 


116,595 
70,120 
46, 480 


71,825 
41,250 
30,580 


13,455 
8.125 
5,330 


11,720 
6,725 
4,990 


8.150 
5,510 
2.640 


11,440 
8,510 
2,930 


88,325 
87,565 
10,760 


84,560 
83,880 
10,680 


3.765 
3,685 
80 


See note (s) et end of table. - Voir note à la fin du tableau. 


kérosène 


Principal combustible utilisé 
pour le chauffage 


kerosene 


Huile 


ou 


128,745 
91,035 
37,710 


82,180 
50,315 
31,865 


52,825 
31,255 
21,570 


8,920 
5,735 
3,190 


8,050 
4,360 
3,690 


5,720 
3,945 
1,770 


6,670 
5,025 
1,640 


46,565 
40,720 
5,840 


45,310 
39,500 
5,805 


1,260 
1,225 
35 


Piped or 
bottied gas 


ou en 
bouteille 


810 
575 
230 


350 
195 
160 


215 


40 
35 


455 


Principal heating fuel 


Electricity 


52,290 
35.220 
17,070 


27,960 
14,115 
13,845 


16,060 
7,410 
8.660 


3,720 
1,725 
1,995 


2.980 
1,755 
1,225 


1,700 
905 
790 


3,500 
2,325 
1,170 


24,330 
21.105 
3,225 


23.980 
20.770 
3,215 


Other 


Gaz canalis€ le cer icitél autres 


33,075 
30,845 
2,235 


6.105 
5.490 
605 


2.725 
2,460 
260 


765 
660 
110 


670 
600 
65 


715 
645 
65 


1,235 
1, 125 
315 


26,970 
25.350 
1,625 


24,820 


23,230 
1,590 


2.155 
2,120 
30 


Principal water heating fuel 


Principal combustible utilisé 
pour chauffer l’eau 


kerosene 


Huile 


ou 
kérosène 


71,985 
47,725 
24,265 


51,345 
29,420 
21,920 


37, 200 
20,210 
16,990 


5.070 
3,085 
1,985 


3.105 
1,850 
4,250 


2,625 
1,775 
845 


3,345 
2,500 
845 


Piped or 
bottled gas 


Electricity 


92-932 


Other 


Gaz canslisé | tiectricité | Autres 


ou en 
bouteille 


4,410 
3,585 
820 


1.805 
1,245 
555 


1, 060 
720 
335 


270 
165 
100 


215 
165 
50 


115 
75 
45 


150 
120 
20 


2,605 
2.335 
270 


2,500 
2,230 
270 


100 
100 


130,605 
98,470 
31, 135 


» 62,280 
. 38,615 
23, 665 


33, 130 
20,050 
13,085 


7,965 
4,765 
3, 190 


8,155 
4,525 
3,630 


5,285 
3,565 
1,720 


7,750 
5,705 
2,040 


68, 325 
60,855 
7,470 


66,140 
58,725 
7,415 


2,185 
2,125 
55 


7.920 
6.900 
1,015 


1,170 
830 
340 


445 
270 
175 


155 
105 
45 


245 
180 
50 


125 
go 
30 


200 
175 
20 


6,750 
6.070 
680 


6,100 
3.430 
665 


650 
635 
15 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Principal heating fuel 


Principal water heating fuel 


Total 
occupied 
private 


Principal combustible utilisé 
pour chauffer l’eau 


Principal combustible utilisé 
pour le chauffage 


Tenure dwellings bil 
- | - Piped or or Piped or 
Mode d’occupation logenents -kerosene bottled gas Electricity! Other j kerosene bottled ges Electricity | Other 
privés : Gaz canal isé oe ” . Gaz canalisé os . 
oceupés Huile ou en Électricité] Autres tuile ou en Étectricité | Autres 
kérosène bouteille kérosène bouteille 
Québec 
Total 
Total : 2,172,855 | 1,007,410 150.040 950,445 | 64,955 | 405,275 147,515 1,607,775 12,290 
Owned - Possédés 1,157,425 582, 165 41,200 477,665 | 56,405 | 207,995 43,840 896.065 9.530 
Rented - Loués 1,015,430 425,250 108,845 472,780 8,555 | 197,280 103,680 711.710 2,755 


Urban: - Régions urbaines: 


Total 
Total 1,751,750 852,990 147,915 738,155 | 12.690 | 362,265 143,005 1.243,380 3,100 
Owned - Possédés 807,985 456,255 39,635 302,470 9,625 172,405 40.425 593,645 1,515 
Rented - loués - 943,770 396,730 108,280 435,690 3,070} 189,860 102,585 649,735 1,585 


500,000 end over - 500,000 et plus 


Total 1,202,045 582,825 142,075 472,490 4,660 | 248,340 137,740 814,375 1,590 
Owned - Possédés 496.150 286.525 37.330 169,385 2.910 | 105,445 37,900 352,345 460 
Rented - Louës 705,890 296,300 104,750 303, 100 1,745 142,900 99,840 462.025 1,130 


100,000 - 498,999 


Total 105,775 58,470 500 46,025 780 34,510 725 70.370 170 
Owned - Possédés 53,760 32.220 165 20,765 605 17,150 230 36,280 95 
Rented - loués 52,015 26,250 335 25,255 175 17,360 490 34,085 70 


30,000 - 99,999 


Total - 149,235 73,535 790 73,835 1,075 25.115 710 123, 180 235 
Owned - Possedés 80,790 46,880 210 32,930 765 16,155 270 64,220 145 
Rented - Louës 68,450 26,655 575 40,905 310 8,955 435 58,965 95 


10,000 - 29,999 
Total 123,720 58,695 3,720 59, 865 1,440 26,830 . 2,655 93,920 325 


Owned - Possédés 70,010 36,990 1,545 30,320 1, 160 15,670 1,250 52,880 205 
Rented - Louës 53,710 21,710 2,170 29.550 280 11,155 1,400 41,035 120 


5,000 - 9,999 


Total 39,075 17.825 245 20,215 790 7,625 295 31,080 80 
Owned - Possédés 23,225 11,685 85 10,750 705 4,685 160 18,310 70 
Rented - Louës 15,850 6,140 165 9,465 85 2,940 135 12,765 18 


2,500 - 4,999 


Total 71,360 34,080 300 35,570 1,420 41,675 325 59,090 265 
Owned - Possédés 43,005 22,170 335 19,530 1.165 7,715 200 34,915 175 
Rented - Loués 28,360 11,910 160 16,035 255 3,960 125 24,175 85 


. 1,000 - 2,489 


Total 60,545 27,555 295 30,160 2,535 8,175 560 51,370 430 
Owned - Possédés 41,045 19,785 170 18,790 2.305 5,580 405 34,700 365 
Rented - Louës 19,495 7,770 120 11,370 230 2,595 160 16,670 70 
Rural: - Régions rurales: 
Total 
Total : 421,105 154,425 2,125 212,290 | 52,265 43,010 4,510 364,395 9, 190 
Owned - Possédés 349,445 125,905 1,560 175,195 | 46,780 35,590 3.415 302,420 8,015 
Rented - Loués 71,660 28,515 570 37,095 5,485 7,420 1,090 61,980 1,170 


See note ls) at end of table. - Voir note à le fin du tableau. 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 


Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total 
occupied 
private 
Tenure dwellings 


Mode d’occupation 


Total des 
logements 
privés 
occupés 


kérosène 


Non-farm - Non agricoles 


Total 378,120 139,430 
Owned - Possédés 307,745 111,510 
Rented - Loués 70,375 27,915 
Farm - Agricoles 
Total 42,990 15,000 
Owned - Possédés 41,700 14,400 
Rented - Loués 1,285 600 
Onterio 
Total 
Total 2.969, 785 942, 830 
Owned - Possédés 1,878,950 673, 890 
Rented - Loués 1,090, 830 268,940 
D Urban: - Régions urbaines: 
Total 
Total 2.482, 865 699.495 
Owned - Possédés 1,469,925 471,550 
Rented - Loués à 1,012,940 227,940 
500,000 and over - 500,000 et plus 
Total 1,350,275 407,795 
Owned - Possédés 743,825 257.850 
Rented - Loués 606, 450 149,945 
100,000 - 499,999 
Total 490.415 95,995 
Owned - Possédés 307.020 68,655 
Rented - Loués 183,395 27,335 
30,000 - 99,899 
Total 253,940 72,210 
Owned - Possédés 185,725 51,670 
Rented - Louës 88,210 20,540 
10,000 - 29,999 
Total 162,010 43,185 
Owned - Possédés 105.960 32.110 
Rented - Loués 56.050 11,075 
5,000 - 9,999 
Total 82,875 27.260 
Owned - Possédés 62,445 20,645 
Rented - loués 30.430 6,615 
2,500 - 4,999 
Total 74,405 26, 185 
Owned - Possédés 51,655 19,810 
D Rented - Loués 22,745 6,375 
1,000 - 2,499 
Total 58,945 26, 865 
Owned - Possédés 43,295 20,810 


See note (s) at end of table. - Voir nota à ja fin du tableau. 


Principal combustible utilisé 


Principal heating fuel Principal water heating fuel 
Principal combustible utilisé 
pour le chauffage pour chauffer | ‘eau 
Oil 


Piped or or 


Piped or 


82-932 


Other 


7,630 
6,475 
1, 160 


1,565 
1,545 
15 


16, 665 
10,410 
6,250 


bottled gas Other | kerosene bottled gas Electricity 
Gaz canalisé - . Gaz canalisé gg 
ou en Electricité| Autres ou en Electricité | Autres 
bouteille kérosène bouteilte 
1,980 198,775 37.940 38,395 4,075 328,015 
1,430 162,085 32,715 31,100 2.990 267,185 
550 36.690 5,220 7,290 1,090 60,835 
145 13,515 14,325 4,615 435 36, 380 
125 13,110 14,065 4,490 430 35,235 
20 410 260 125 . 5 1,145 
1,412,510 526,630 87,815 167,770 1,318,335 1,467,010 
903,245 226, B25 74,995 65,815 826,210 976,520 
509,265 299,810 | 12.820 101,960 492,125 490,500 
1,335,875 428,840 18, 655 149,035 1,251, 130 1,076, 800 
840,145 144,785 13.450 50,755 769,810 648,015 
495,735 284,050 5,215 98,285 481,225 428,780 
734,835 202, 650 4,995 107,365 717,690 521,415 
424,390 59,430 2,150 30.815 403,820 308,720 
310,445 143,225 2,845 76,555 313,875 212,690 
307,750 83,765 2.905 15,405 287,450 186,745 
213,430 22,855 2,080 5,980 194,970 105,920 
94,325 60,910 830 9,425 92,475 80,825 
124,655 54,955 2,115 10,780 109,520 133,210 
82,405 20,030 1,625 4,320 72,515 78,760 
42,255 34,920 490 6.460 37,000 54,455 
84,830 31,565 2.435 6,360 71,795 83,585 
59,025 12,690 2,140 3,800 50,320 51,695 
25,805 18,880 300 2,555 21,470 31,890 
40,650 23,070 1,900 3,045 31,655 57,960 
28,125 11,980 1,700 1,745 22,785 37,850 
12,520 11,090 205 1,325 8,870 20,110 
29,115 17,320 1,780 3,780 22,150 48,365 
21,720 8.590 1,545 2,630 16,990 31,965 
7,395 8,735 240 1,155 5, 165 16,395 
14,045 15,515 2,525 2.290 10,875 45,525 
11,055 9,215 2.215 1,485 8,510 33,105 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


Rented - Loués 
Rural: - Régions rurales: 
Total 

Total 

Owned - Possédés 

Rented - Loués 

Non-farm - Non agricoles 

Total 

Owned - Possédés 

Rented - Loués 

Farm - Agricoles 

Total 

Owned - Possédés 

Rented - loués 

Manitoba 
Total 

Total 

Owned - Possédés 

Rented - Loués 
Urban: - Régions urbaines: 
Total 

Total 

Owned - Possédés 

Rented - Loués 

500,000 and over - 500,000 et plus 

Total 

Owned - Possédés 

Rented - Loués 

30,000 - 99,999 

Total 

Owned - Possédés 

Rented - Loués 

10,000 - 29,999 

Tota! 

Owned - Possédés 

Rented - Loués 

5,000 - 9,999 

Total à 

Owned - Possédés 

Rented - Loués 

2,500 - 4,998 

Totsl 


Owned - Possédés 
Rented - Loués 


See notels) at end of table. - Voir nota à le fin du tableau. 


Total 
occupied 
private 
dwellings 


Total des 
logenents 
privés 
occupés 


15,655 


486,920 
409,025 
77,895 


411,920 
338,435 
73,485 


75,005 
70.590 
4,415 


357,985 
235,590 
122,395 


270,000 
161.340 
108,660 


210,975 
122,060 
88,915 


13,465 
8.335 
5,130 


12,030 
7,340 
4,690 


12,400 
8,520 
3, 880 


7,530 
5,495 
2,040 


Principal combustible utilisé 
pour le chauffage 


kerosene 


Huile 
ou 


kéroséne 


6,055 


243,340 
202,340 
41,000 


202.170 
163,795 
38,375 


41,165 
38,545 
2,625 


56,805 
45,255 
11,550 


22,985 
16,610 
6,370 


12.390 
8,670 
3,715 


660 
430 
235 


1,270 
985 
280 


3,715 
2,675 
1,040 


1,320 
3,035 
290 


Piped or 
bottled gas 


Gaz canalisé 
ou en 
bouteille 


2,990 


76,630 
53, 100 
13,530 


68,975 
56,275 
12,700 


7,655 
6,825 
835 


195.445 
136, 885 
58,560 


187,780 
130,685 
57, 100 


158,020 
108,675 
49,345 


9,415 
6,910 
2,505 


6,875 
5,000 
1,875 


4,835 
3,640 
1,195 


3,895 
3,105 
790 


Principal heating fuel 


Electricity 


Électricité 


6,300 


97,795 
82,035 
15.760 


80,425 
74,960 
15.465 


7,370 
7,075 
295 


91,245 
41,365 
49, 880 


57,300 
12,930 
44,370 


39,565 
4,365 
35,205 


3,315 
955 
2,355 


3,720 
1,215 
2,505 


3,540 
1,955 
1,590 


2,170 
1,235 
940 


Autres 


315 


69, 155 
61,550 
7,610 


50,350 
43,405 
6,945 


18,810 
18.145 
665 


14,490 
12,080 
2.410 


Principal water heating fuel 


Principal combustible utilisé 


kerosene 
Huile 
ou 
kérosène 


805 


18,735 
15,060 
3,675 


16,115 
12,600 
3,525 


2.620 
2,465 
150 


4,250 
1,885 
2,370 


pour chauffer l’eau 


Piped or 
bottied gas 


Electricity 


Gaz canalisé | ty scericité 


ou en 
bouteille 


2.365 


166,465 
113.550 
52,920 


160,645 
108.895 
51,745 


135,610 
90,345 
45,260 


8,140 
6,025 
2.120 


5,635 
4,060 
1,580 


4,375 
3.275 
1,100 


3.380 
2,690 
690 


12,415 


390,215 
328,500 
61,715 


326,615 
268, 430 
58,185 


63, 600 
60,075 
3,525 


182,210 
116, 480 
65,730 


105,570 
51,340 
54,235 


72,695 
31,155 
41,545 


5,185 
2,280 
2.905 


6,250 
3,205 
3,045 


7,645 
5,050 
2,600 


4,045 
2,730 
1,310 


92-932 


Other 


Autres 


70 


10,765 
8,165 
1.600 


8,505 
7,010 
1,495 


2,265 
2,160 
110 


5.060 
3,675 
4,375 


6-93 


Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 


Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d’occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur !es données-échantillon (20%) 


Total 

occupied 
private 
Tenure dwellings 


Mode d’occupation 


Total des 
logements 
privés 
occupés 


1,000 - 2,499 
Total 13.595 
Owned - Possédés 9.590 
Rented - Loués 4,010 
Rural: - Régions rurales: 
Total 
Total 87.985 
Owned - Possédés 74,245 
Rented - Loués 13,735 
Non-farm - Non agricoles 
Total 63.200 
Owned - Possédés 50.715 
Rented - Loués 12,490 
Farm - Agricoles 
Total 24.780 
Owned - Possédés 23,535 
Rented - Loués 1,245 
Saskatchewan 
Total 
Total 332,710 
Owned - Possédés 242,515 
Rented - Loués 90,200 
Urban: - Régions urbaines: 
Total 
Total 205.430 
Qwned - Possédés 133,805 
Rented - Loués 71,630 
100,000 - 499,999 
Total 115,480 
Owned - Possedés 71,235 
Rented - Loués 44,245 
30,000 - 99,999 
Total 23.575 
Owned - Possédés 15.195 
Rented - Loués 8,380 
10,000 - 29,899 
Total 19.520 
Owned - Possédés 13,075 
Rented - Loués 6,445 
§,000 - 9,999 
Total 11,655 
Owned - Possédés 8,165 
Rented - Loués 3,490 


See note(s) at end of table. - Voir nota à la fin du tableau. 


kerosene 


kérosène 


Principal combustible utilisé 


huile 


ou 


3,630 
2.B10 
820 


33,820 
28,640 
5,180 


21,945 
17,530 
4,410 


11,875 
14, 105 
765 


63, 880 
54,235 
8,650 


5,235 
3.070 
2, 160 


1,620 
770 
855 


555 
325 
230 


185 
110 
80 


685 
560 
120 


Principal heating fuel Principal water heating fuel 


Principal combustible utilisé 
pour te chauffage pour chauffer | ‘eau 
oil 
or 
kerosene 


Piped or 
bottied gas 


Piped or 
bottled gas 


Electricity Electricity 


Gaz canalisé 
ou en 
bouteille 


Électricité 


bouteille kérosène 


4,740 4,985 245 315 3,500 9,755 
3.350 3,200 225 140 2,505 6,925 
1,390 1,785 20 175 930 2,830 
7,665 33,945] 12,555 1,370 5.825 76,635 
6,200 28.440 | 10,965 930 . 4,650 65,145 
1.465 5,510 1,585 435 1,170 11,495 
6,750 26,050 8,465 1,100 5.200 53,605 
5,345 20,795 7,040 690 4,060 43,265 
1,400 5.255 1,425 410 1,135 10,335 
915 7,895 4,095 270 ' 630 23,030 
850 7,645 3,925 245 590 21,870 

65 250 165 25 35 1,155 
234,200 23.640 | 10.990 4,265 209,795 113,220 
167,475 11,435 8.360 2.760 148,075 87,265 
66,720 12,205 1,625 1,500 61,715 25,955 
185,020 14,330 B45 1,255 172.605 30,980 
126,785 3.585 360 365 117,675 15,555 
58,235 10.740 485 885 54,930 15,425 
104,475 9,055 330 635 99.635 14,940 
68,655 1,745 65 135 65,445 5,630 
35,815 7,310 265 505 34,190 9,315 
21,235 1,650 135 120 20,020 3,355 
14,385 420 65 30 13,470 1,675 
6.850 1,230 70 go 6.555 1,680 
18,100 1,170 65 70 16,900 2,525 
12,690 255 15 15 11,775 1,270 
5,410 910 50 55 5,120 1,255 
10,085 790 90 70 8.240 2.320 
7,250 300 60 40 6.575 1,540 
2.835 495 35 25 2,665 785 


82-932 


Dther 


Autres 


25 


10 


4,150 
3,515 
630 


3.295 
2,695 
605 


855 
825 
30 


5,440 
4,410 
. 1,030 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 


Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Principal combustible utilisé 


Total 
occupied 
private 
Tenure dwellings 
Mode d’occupation Tota! des 
logements kerosene 
prives : 
occupés huile 
ou 
kérosène 


2,500 - 4,999 
Total 14.445 
Owned - Possédés 10,160 
Rented - Loués 4,290 
1,000 - 2,499 
Total 20,750 
Owned - Possédès 15,975 
Rented - Louës 4,775 
Rural: - Régions rurales: 
Total 
Total 127,275 
Owned - Possédés 108,710 
Rented - Loués 18,570 
Non-farm - Non agricoles 
Total 76,665 
Owned - Possédés 61,090 
Rented - Loués 15,575 
. Farm - Agricoles 
Total 50,615 
Qwned - Possédés 47,620 
Rented - Loués 2,995 
Alberts 
Total 
Total 758,240 
Owned - Possedes 478,210 
Rented - Loués 280,025 
Urban: - Régions urbaines: 
Total 
Total 608.475 
Owned - Possedés 354,395 
Rented - Loués 254,085 
500,000 and over - 500,000 et plus 
Total 424,940 
Owned - Possédés 234,075 
Rented - Loués 190,870 
30,000 - 98,998 
Total 61,030 
Owned - Possédés 37,890 
Rented - Loués 23,145 
10,000 - 28,998 
Total 25,940 
Owned - Possédés 17,140 
Rented - Loués 8,785 


See note (s) at end of table. - Voir nota à la fin du tableau. 


1, 165 
520 
650 


4,015 
790 
230 


58.650 
51,160 
7,485 


23,940 
18,655 
5,285 


34,710 
32,505 
2,200 


22,595 
16,365 
6,230 


Principal heating fuel Principal water heating fuel 


Principal combustible utilisé 


pour le chauffage pour chauffer l'eau 


Piped or 


Piped or 


bottled gas Electricity] Other bottled ges Electricity 
Gaz canalise Electricité| Autres Huile Gaz cenelisé Électricité 
ou en ou ou en 
bouteille kérosène bouteille 
12.375 800 105 185 10,750 3.445 
9,250 340 55 40 7,995 2.085 
3,125 465 55 145 2,750 1,360 
18,745 860 125 170 15,060 4,400 
14,550 525 105 100 42,415 3,355 
4,200 335 15 70 3, 650 1,040 
49, 180 9,315] 10,140 3.010 37,190 82,235 
40,690 7,850 9,005 2,400 30.400 71,705 
8,485 1,465 1,135 610 6,785 10,530 
41.095 5,535 6,090 1,530 30,765 40,790 
33,105 4,185 5,145 1,020 24.340 32,720 
7,995 1,350 950 510 6,425 8,075 
8,080 3,775 4,050 1,480 6,425 41,445 
7,590 3,665 3,860 1,380 6,060 38,985 
490 110 190 105 360 2,460 
674, 430 49,485 11,730 4,750 639,900 108,235 
442,040 10,515 9,290 1,720 412,425 60,270 
232,395 38.965 2,440 3,025 227, 480 47,965 
555,000 46,520 1,455 3,145 536, 160 68, 190 
343,545 8,545 490 465 327,275 26,490 
211,450 37,975 870 2,675 208,885 41,700 
384,175 36, 135 965 2,600 378,320 43,300 
227.235 5,810 250 355 221,640 ° 11,970 
156.940 30,325 710 2,245 156, 680 31,330 
56,195 4,415 110 200 53,400 7,365 
36,860 910 30 30 34,390 3,465 
19,335 3,500 80 170 19,010 3,905 
24,280 1,365 65 70 22,825 2,985 
16,635 345 20 15 15,430 1,690 
7,650 1,020 45 55 7,390 1,295 


92-932 


Other 


Autres 


5,350 
3,790 
1,560 


985 
820 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 


Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total 
occupied 
private 
Tenure dwe! lings 


Mode d’occupstion 


Total des 
logements 
privés 
occupés 


5,000 - 9,999 
Total 35,285 
Owned - Possédés 23,040 
Rented - Louës 12,245 
2,500 - 4,999 
Total 41,250 
Owned - Possédés 28,275 
Rented - Loués 12,975 
1,000 - 2,499 
Total 20.030 
Owned - Possédés 13,980 
Rented - loués 6,050 
Rural: - Régions rurales: 
D Total 
Total 149,765 
Owned - Possédés 123,820 
Rented - loués 25.945 
Non-farm - Non agricoles 
Total 88,940 
Owned - Possédés 75,495 
Rented - Loués 23,445 
Farm - Agricoles 
Total 50,825 
Owned - Possédés 48,325 
Rented - Loués 2,500 
British Columbis - Colonbie-Britannique 
Total 
Total 996,640 
Owned - Possédés 641,445 
Rented - Loués 355,195 
Urban: - Régions urbaines: 
Total 
Total 800,015 
Owned - Possédés 483,290 
Rented - Louës 316,720 
500,000 and over - 500,000 et plus 
Totat 432, 180 
Owned - Possédés 245, 185 
Rented - Loués 186,995 
100,000 - 499,999 
Total 86,470 
Owned - Possédés 49,540 
Rented - Loués ' 36,930 


See notels) ot end of table. - Voir nota à te fin du tableau. 


kerosene 


kérosène 


Principal combustible utilisé 


Huile 
ou 


295 
165 
130 


420 
245 
180 


580 
410 
170 


17,090 
14,550 
2,540 


8,890 
6,635 
2,260 


8,200 
7,920 
285 


254.245 
179,165 
75,080 


180,910 
120,110 
60,805 


60,885 
35,445 
25,445 


55,835 
35,755 
20.080 


Principal heating fuel Principal water heating fuel 
Principal combustible utilisé 


pour le chauffage pour chauffer l’eau 


Piped or 

bottled gas Electricity] Other bottled gas Electricity 
Gaz canal isé |. " ° . Gaz canal isé ee 
où en Electricité| Autres Hui le ou en Électricité 

bouteille kérosène bouteille 
32,985 1,880 130 95 28,795 5,355 
22.270 545 65 5 19,705 3,320 
10,710 1.335 65 80 10,085 2,040 
38,785 1,915 125 115 35,740 5,345 
27.320 620 85 40 24,845 3,365 
11,465 1,290 45 75 10,900 1,980 
18,580 805 60 65 16,080 3,840 
13,220 305 45 25 11,260 2,680 
5,360 505 15 40 4,820 3,155 
119,435 2,965 10,280 1,610 103,745 40,045 
98.495 1,975 8,805 1,260 85,150 33,780 
20,945 390 1,475 350 18,590 6,265 
82,065 2,460 5,530 885 68,450 26,640 
63,140 1,505 4,215 545 51,680 21,010 
18.920 955 1,315 335 16,770 5,630 
37,375 505 4,745 720 35,295 13,410 
35,350 470 4,590 710 33.475 12,775 
2,025 35 155 10 1,820 635 
460,950 227,645 | 53,805 75,490 425,635 485,425 
318,010 99,975 | 44,290 34,675 281.810 318,380 
142,935 127,665 9,510 40,815 143, 825 167,040 
423,420 180, 705 14,875 63,780 389,225 343,790 
287,395 64,095 11,695 25,885 252,535 203, 465 
136,025 116,610 3,285 37,895 138, 690 140, 330 
288,215 79,960 3,115 25,160 266.570 138,760 
187,110 21.065 1,575 8,470 164,700 74,525 
101,110 58,895 1,545 16,690 101,870 67,235 
1,200 27,245 2,195 23,645 3,795 58,685 
560 11,475 1,750 9,090 1,700 38,525 
640 15,770 440 14,555 2,095 20, 165 


82-932 


Other 


Autres 


4,365 
3,625 
780 


2,965 
2,255 
705 


1,400 
1,370 
35 


10,090 
6,575 
3.515 


3,225 
1,410 
1,810 


1,690 
490 
1,195 


345 
230 
115 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Principal water heating fuel 


Principal heating fuet 


occured Principal combustible utilisé Principal combustible utilisé 
private pour te chauffage pour chauffer | ‘eau 
Tenure dwellings oil 
- - or Piped or Piped or 
Mode d'occupation logements kerosene bottled ges Electricity kerosene bottied gas Electricity | Other 
privés 7 Gaz canaliseé |. De . Gaz canalisé ag | 
occupés file ou en Électricité] Autres Huile ou en Électricité | Autres 
kérosène bouteille kérosène bouteille 
30,000 - 99,999 
Total 114, 140 18, 650 66, 100 26, 120 2,275 5,380 60,625 47,760 380 
Owned - Possédés 75,170 14,870 49,075 9,400 1.830 2,850 43.785 28.390 145 
Rented - Loués 38,975 4,780 17,025 16,725 450 2,525 16.840 19,370 240 
10,000 - 29,999 
Total 92, 150 24, 155 38,110 26,325 3,560 5,075 . 32,955 53,710 410 
Owned - Possédés 60,920 18,535 27,620 114,640 3, 155 2.995 23.220 34,440 265 
Rented - Loués 31,230 5,625 10,490 14,715 405 2,080 9,740 19,270 445 
5,000 - 9,995 
Total 32,455 9.285 13.980 7,880 1,315 2,630 12,385 17,325 115 
Owned - Possédés 22.560 6,685 10,895 3.855 |: 1,130 1.240 8,630 11,630 60 
Rented - loués . 8,890 2,600 3.085 4,025 185 1,390 2.755 5,695 55 


2,500 - 4,999 


Total 26,010 5,725 11, 105 7,900 4,285 1,165 9,065 15, 670 
Owned - Possédés 18.060 4,580 8,465 3.870 1,145 765 6,695 10,515 
Rented - Loués 7,950 1,150 2,635 4,030 140 395 2.365 5,155 


1,000 - 2,499 


Total 16,605 5,380 4,715 5,275 1,240 725 3,820 11,890 170 
Owned - Possédés 11,855 4,250 3,670 2,820 1,115 465 2.800 8.440 145 
Rented - Loués 4,750 1,125 1,040 2,455 125 260 1.025 3.445 20 
Rural: - Régions rurales: 
_ Total 
Total 196, 630 73,335 37,530 46,935 | 38,825 11,715 36,410 141.635 6,870 
Owned - Possédés 158,150 59,060 30,615 35,880 | 32,600 8,790 29,280 114,920 5,165 
Rented - Loués 38.475 14,275 6.915 11,055 6,230 2,920 7,135 26.710 1,705 


Non-farm - Non agricoles 


Total 180,145 67,120 34,945 44.415 | 33.670 10,500 33.740 129,870 6.035 
Owned - Possédés 142,495 53.210 28,165 33,450 | 27,675 7,625 26.740 103,735 4,395 
Rented - Loués 37.650 13,910 6.785 10.960 5,995 2.875 6,995 26,135 1,645 


Farm - Agricoles 


Total 16,480 6,220 2,585 2,520 5,160 1,215 2.670 11,765 830 
Owned - Possédés 15,655 5,855 2,455 2.430 4,920 1,160 2,535 11, 185 770 
Rented - Louës 830 365 130 90 240 50 135 580 60 
Yukon 
Total 
Total 7,585 4,835 125 1,275 1,360 1,035 335 5,520 700 
Owned - Possédés 3,995 2,250 60 595 1,090 265 210 2,990 530 
Rented - Loués 3,590 2,580 60 685 265 770 115 2,530 170 


Urban: - Régions urbaines: 


Total 
Total 4,975 3,280 75 1,140 480 840 140 3,865 
Owned - Possédès 2,715 1,785 30 505 390 205 75 2,370 
Rented - Loues 2.265 1,495 45 635 85 630 65 1,505 


See notels) at end of table. - Voir nota à la fin du tableau. 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions rurales non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Tenure 


Mode d'occupation 


10,000 - 29,999 


Rural: - Régions rurales: 


Tots] 


Total 
Owned - Possédés 
Rented - Loués 


Total 
Owned - Possédés 
Rented - Louës 


Non-farm - Non agricoles 


Total 
Owned - Possédés 
Rented - Loueés 


Northwest Territories - 
Territoires du Nord-Duest 


Total 
Total 
Owned - Possedés 
Rented - Loués 
Urban: - Régions urbaines: 
Total 
Total 
Owned - Possédés 
Rented - Loués 
5,000 - 9,999 
Total 
Owned - Possédés 
Rented - Loués 
2,500 - 4,999 
Total 
Owned - Possédés 
Rented - Loués 
1,000 - 2,499 
Total 
Owned - Possédés 
Rented - Loués 
Rural: - Régions rurales: 
Total 


Total 
Owned - Possédés 
Rented - Louës 


D Non-farm - Non agricoles 


Total 
Owned - Possédés 
Rented - Loués 


Total 
occupied 
private 
dwellings 


Total des 
logements 
privés 
occupés 


4,975 
2.710 
2.265 


2,610 
1,285 
1,325 


2.610 
1,285 
1,325 


11,535 
2.615 
8.915 


6.770 
1,770 
5,000 


3.195 
940 
2,255 


1,830 
440 
1,390 


1,745 
385 
1,360 


4.760 
845 
3.915 


4,760 
845 
3,915 


kerosene 
Huile 
ou 
kérosène 


3,280 
1,785 
1.490 


1,550 
465 
1,085 


1,550 
465 
1,080 


9,440 
1,705 
7,735 


5,715 
1,445 
4,265 


2,675 
840 
1,840 


1.485 
320 
1,170 


1,545 
290 
1,260 


3,730 
255 
3,470 


3,725 
260 
3,470 


See notes) at end of table. - Voir nota à le fin du tableau. 


Principal heating fuel 


Piped or 
bottled gas 


Gaz canalisé 
ou en 
bouteille 


75 
30 
50 


45 
35 
15 


50 
30 
15 


470 
120 
355 


Principal combustible utilisé 
pour le chauffage 


Electricity 


Électricité 


1,140 
505 
635 


660 
55 
600 


Other 


Autres 


480 
390 
90 


880 
700 
175 


880 
700 
175 


S65 
740 
225 


705 
550 
150 


700 
545 
150 


Oil 
or 
kerosene 


Principal water heating fuel 


Principal combustible utilisé 
pour chauffer | ‘eau 


Huile 
ou 
kérosène 


840 
205 
630 


3.525 
375 
3,150 


Piped or 
bottled gas 


Gaz canalisé 
ou en 
bouteille 


190 
140 
55 


190 
135 
55 


615 
225 
385 


Electricity 


Electricité 


3, 865 
2,370 
1,505 


1, 650 
620 
1,030 


1, 650 
625 
1.030 


6,550 
1,435 


\ 5,115 


4,115 
1,230 
2,885 


1,925 
715 
1,210 


1,260 
255 
1,000 


930 
255 
675 


2,435 
200 
2,230 


2,435 
200 
2,230 


92-932 


Other 


Autres 


125 
65 
65 


570 
465 
110 


575 
465 
110 


B40 
580 
265 


150 
95 
55 


35 
25 
15 


70 
50 
25 


35 
25 
10 


695 
485 
210 


690 
480 
210 
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Table 6. Occupied Private Dwellings by Tenure, Showing Principal Fuel, for Canada and Provinces, Urban Size Groups, 
Rural Non-farm and Rural Farm, 1981 


Tableau 6. Logements privés occupés selon le mode d'occupation, par principal combustible, Canada et provinces, 
régions urbaines par groupe de taille et régions ruraies non agricoles et rurales agricoles, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Principal water heating fuel 


Principal heating fuel 


oon ed Principal combustible utilisé Principal combustible utilisé 
up pour le chauffage pour chauffer | ‘eau 
private 
Tenure dwellings : : 
x | or Piped or a Piped or 
Mode d'occupation Total des kerosene bottled gas Electricity] Other | kerosene bottled gas Etectricity | Other 


logements 


prives Huile Gaz canalise |e ectricité| Autres Huite | 632% cenelisé |e ectricite | autres 
occupés ou ou en vi ou en 
kérosène bouteille kérosène bouteille 


Farm - Agricoles : 


Total L - - - =]. 5 - - 5 - 
Owned - Possédés 5 - - - 5 - : - - - 
Rented - loués - - - - - - - . - 


Note: For additional information concerning the data, see "Special Notes" section of text. - Nota: Pour obtenir plus de renseignements 
concernant Îles données, voir la section "Notes spéciales" du texte. 
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Table 7. Occupied Private Dwellings by Structural Type, Showing Condition of Dwelling and Tenure, 


for Canada and Provinces, 1981 


Tableau 7. Logements privés occupés selon le type de construction, par état du logement et mode 


d'occupation, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Total occupied 
private dwellings 


Total des logements 


Structural type privés occupés 


Type de construction 


Owned Rented 


maintenance only 


Owned 


Dwellings in need of - Logements nécessitent 


Regular 
Minor repairs Major repairs 


Des réparations 
majeures 


Des réparations 
nineures 


Un entretien 
régulier 
seulement 


Rented Owned Rented Owned Rented 


Total - - - - - - - - 
Possédés Loués Possédés Loués Possédés Loués Possédés| Loués 
CANADA 
Total dwellings - Total des Jogements 8.281,530 | 5.141,930 | 3,139,605 | 3.943, 130 | 2,379,045 882.675 524.925 | 316,125 | 235,630 
Single detached - 
Individuels non attenants 4,735,700 | 4.216.510 519, 185 | 3.212.900 328.970 737.930 124.895 | 265.685 65,325 
Apartment, five or more storeys - 
Appartements, cing étages et plus 748,635 60,520 688,115 54,825 592,400 3.080 69,690 2,615 26.020 
Other multiple dwellings - 
Autres logements multiples 2,581,605 676,355 | 1,905, 250 523.820 1 1,438,795 113,935 324.380 | 38.595 | 142,080 
Single attached - 
Individuels attenants 840,805 430.065 410,740 348,495 307, 260 61,990 72,335 19,580 31.140 
Apartment, less than five storeys - 
Appartements, moins, de cing étages 1,338,735 102,345 | 1,236,395 76,670 938,900 18,640 206,935 7,025 90,560 
Duplex 402,065 143,945 258,115 98,655 192, 630 33, 305 45,110] 11,990 20, 380 
Movable dwellings (1) - 
Logements mobiles (1) 215,590 188.535 27,050 151,585 18.875 27,720 5.970 9,230 2,210 
Newfoundland - Terre-Neuve 
Total dwellings - Total des logements 148, 420 119,695 28,725 91,250 21,905 19,575 4,615 8,875 2.200 
Single detached - . 
Individuels non attenants 116,395 106,240 10,155 80,665 7,195 17,450 1,820 8,130 1,140 
Apartment, five or more storeys - 
Appartements, cinq étages et plus 870 5 865 5 690 - 125 - 45 
Other multiple dwellings - 
Autres logements multiples 26, 185 8,990 17, 190 6.785 13.650 1,580 2.550 625 990 
Single attached - 
Individuels attenants 14,885 7.385 7,500 5,530 5.620 1,310 1,290 540 590 
Apartment, less than five storeys - 
Appartements, moins de cing étages 7.655 240 7,410 170 6.090 60 1.025 10 295 
Duplex 3.645 1.365 2,280 1,085 1,935 205 240 75 105 
Movable dwellings {1} - 
Logements mobiles {1} 4,970 4,460 510 3,795 375 550 115 115 20 
Prince Edward Istand - Île-du- 
Prince-Édouard 
Total dwellings - Total des logements 37.660 28.495 9,165 19,875 6,730 6,015 1,740 2.605 700 
Single detached - 
Individuels non attenants 28,145 25.635 2,510 17,825 1,550 5.420 675 2.390 280 
Apartment, five or more storeys - 
Appartements, cinq étages et plus 110 10 100 10 75 5 20 - - 
Other multiple dwellings - 
Autres logements multiples 7,535 1.170 6,370 765 4,985 280 970 125 415 
Single attached - 
Individuels attenants 2,485 645 1,845 420 1.475 125 225 90 150 
Apartment, tess than five storeys - 
Appartements, moins de cing étages 4,005 180 3,825 115 2,980 55 640 20 205 
Duplex 1,045 345 705 230 530 100 105 10 65 
Movabie dwellings (11 - 
Logements mobiles (1) 1.865 1,675 190 1.280 120 310 75 90 - 
Nova Scotis - Nouvelle-Écosse 
Total dweltings - Total des logements 273.190 195,310 77,885 128,270 55,130 46,610 15,710 | 20,430 7,045 
Single detached - 
Individuels non attenants 186, 150 169, 180 16,970 110, 305 9,915 40,570 4.430 18,295 2,625 
Apartment, five or more storeys - 
Appartements, cing étages et plus 11,890 460 11,430 385 9,930 55 1,065 25 435 
Other multiplie dwellings - 
Autres logements multiples 60,195 12.100 48,100 7,775 34,395 3.155 8,835 1,175 3.870 
Single attached - 
Individuels attenants 17.335 7.375 8,960 4,850 6.855 1,755 2.235 765 870 
Apartment, less than five storeys - 
Appartements, moins de cing étages 33.415 1,260 32, 155 785 23,575 320 6,175 150 2,405 
Duplex 9,450 3.465 5,980 2,140 3,965 1,075 1,430 250 590 


See note ls) and footnotes) at end of table. - Voir nota et renvoi(s) à la fin du tableau. 
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Table 7. Occupied Private Dwellings by Structural Type, Showing Condition of Dwelling and Tenure, 


for Canada and Provinces, 1981 


Tableau 7. Logements privés occupés selon le type de construction, par état du logement et mode 


d'occupation, Canada et provinces, 


1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Structural type 


Type de construction 


Movable dwellings 111 - 
logements mobiles (1) 


New Brunswick - Nouveau-Brunswick 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cing étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Single attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements. moins de cing étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1} 


Québec 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cinq étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Single attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements, moins de cing étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Ontario 


Totat dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements. cinq étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Single attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements, moins de cinq étages 
Duplex 
Movable dwellings (1) - 
logements mobiles (1) 


Manitoba 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment. five or more storeys - 
Appartements, cing étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Single attached - 
Individuets attenants 
Apartment, less than five storeys - 
Appartements, moins de cing étages 


See note (s) and footnote (s) at end of table. - Voir nota 


Total occupied 
private dwellings 


Total des logements 
privés occupés 


Owned Rented 


Total - - 
Possédés Loués 
14,960 13.575 1.385 
214,915 157.680 57.240 
151,895 137.710 14,190 
3,590 25 3,565 
47,090 8.615 38.475 
10,505 3,115 7,395 
25,455 1,320 24,135 
11,135 4,180 6,950 
12,340 11,330 1,010 
2,172,860 | 1,157,425 | 1,015.430 
954,505 | 863.215 91,285 
117,480 4,190 113,290 
1,083,720] 257.215 806.500 
231.985 110,585 121,400 
592.115 57,340) 534,775 
239.620 89.290 150,325 
37,155 32.805 4,350 
2.969.785 | 1,878,950 | 1,690,830 | 1. 
1,691,755 | 1.527.710 164.045 | 1, 
482,450 46,285 436, 160 
770,440 | 283,390} 487.050 
384,125 | 237,575 146,555 
308,395 18.040 | 290.355 
77,915 27,780 50,135 
25,145 21,570 3,575 
357.985 | 235.590 122,395 
242,120] 214,630 27,490 
29,610 1,005 28,600 
77.135 11.910 65.225 
22,470 7,800 14,670 
46,290 1,290 45,000 


et renvois) à la fin du tableau. 


Possédés 


Dwellings in need of - Logements nécessitant 


Regular 


maintenance only 


Un entretien 
régulier 


Owned 


8.805 


108,800 
84,885 
25 
5.540 
2,120 


765 
2.650 


8.350 


883.815 
667.540 
3.740 
185.740 
84,230 


40,690 
60,815 


26,790 


470.675 
183.550 

41,720 
227,830 
195.860 


43,275 
18,700 


17,580 


174, 665 
157,630 
965 
9,705 
6,765 


1,010 


seulement 


890 


777, 360 
65,005 
98.980 

609,970 
89,790 


403,095 
117,085 


3.410 


830,735 
103,925 


370,115 


354,245 


108,655 


211,245 
34.350 


2.450 


92,685 
15,955 
26,030 
49,970 
11,290 


34.900 


Minor repairs 


Des réparations 
mineures 


Owned 


Possédés 


2,830 


32,795 


28.415 


189,775 
133,715 
255 
51.960 
19,500 


12.165 
20,300 


3.845 


315,855 
267.410 
2.430 
42,975 
32.455 


3,500 
7,025 


3,040 


44,370 
41,320 
35 
1,745 
840 


195 


Rented 


Loués 


385 


11,420 
3.565 


240 


156,395 
15,595 
10,330 

129,875 
19,575 


88.080 
22.220 


585 


182.025 
40.780 
47,680 
$2,780 
27,260 


54,580 
10,940 


775 


21,415 
7,500 
2,105 

11,520 
2.630 


7,585 


92-932 


Major repairs 


Des réparations 
majeures 


Owned 


Possédés 


940 


16,085 


14,400 


125 
400 


16,560 
15, 680 
10 

465 
195 


85 


Rented 


Loués 


115 


81,675 
10, 690 
3,985 
66,655 
12,030 


43,605 
11,020 


350 


78,075 
19.340 
18,365 
40,020 
10, 640 


24,530 
4,850 


2.515 
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Table 7. Occupied Private Dwellings by Structural Type, Showing Condition of Dwelling and Tenure, 


for Canada and Provinces, 1981 


Tableau 7. Logements privés occupés selon le type de construction, par état du logement et mode 
d'occupation, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Structural type 


Type de construction 


Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Saskatchewan 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cing étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Single attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements, moins de cinq étages 
Duplex 
Movable dwellings {1} - 
Logements mobiles (1) 


Alberta 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cing étages et plus 
Other multiple dwellings - 
Autres logements multiples 
Singie attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements, moins de cing étages 
Duplex 
Movable dwellings{1l - 
Logements mobiles (1) 


British Columbia - Colombie-Britannique 


Total dwellings - Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cing étages et plus 
Other multiple dweltings - 
Autres logements multipies 
Single attached - 
Individuels attenants 
Apartment, less than five storeys - 
Appartements, moins de cing étages 
Dupiex 
Movable dwellings{1) - 
Logements mobiles (1) 


Yukon 


Total dwellings - Total des logements 

Single detached - 
Individuels non attenants 
Apartment, five or more storeys - 
Appartements, cing étages et plus 
Other multiple dwellings - 
Autres logements multiples 

Single attached - 

Individuels attenants 


Dwellings in need of - Logements nécessitant 


Total occupied 
private dwellings 


Regular 
maintenance only Minor repairs 
Un entretien Des réparations 
régulier mineures 
seulement 


Major repairs 


Total des logements 


privés occupés Des réparations 


majeures 


Dwned Rented Owned Rented Owned Rented Owned Rented 

Total Possédés Loués Possédés Loués Possédés Loués Possédés Loués 
8,375 2.825 5,555 1,930 3,780 710 1.310 180 465 
9,120 8,030 1,085 6,360 730 1.270 290 400 65 
332.710 242,510 90,200 173.460 66,185 50.265 17,435 | 18.785 6.880 
257.585 224,705 32.880 159.560 19,645 47,325 8.965 | 17.815 4,265 
7.285 180 7,095 160 6.480 20 415 10 195 
53.780 5,105 48,675 3.885 39,015 955 7,380 265 2.285 
15,070 3,350 11,715 2.615 9,520 585 1.685 155 515 
34,535 820 33.715 625 27,080 145 5.010 45 1,635 
4,175 935 3,245 640 2.420 220 690 70 135 
14,065 12.515 1,550 9.855 1,050 1.970 370 690 130 
758,240 478.215 280,030 374,870 209,255 77,950 50,990 | 25.390 19,780 
473.195 402,490 70,705 311,150 43,735 68.495 17,800 | 22.845 9,175 
37.550 2.065 35,485 1.900 30.735 105 3.695 60 1.055 
207.080 39.030 168.055 33.950 130.880 3.890 28,095 1.185 9,080 
78,245 30.135 48,110 26.875 37, 150 2,560 8,515 700 2,440 
108.700 3,480 105,225 2.860 83,035 395 16,710 220 5,480 
20,135 5,415 14.720 4.215 10,695 940 2,860 265 1, 160 
40.415 34,635 5,780 27,870 3,905 5,465 1.405 1.295 470 
996,640 641,445 355,195 512.855 270,830 98, 200 60.370 | 30.390 23,995 
622,575 540,020 82,560 426.425 50.055 86.840 22,010 f 26,755 10,495 
57,340 6.280 51,065 5,920 45,870 175 3,965 180 1,235 
263.270 48,570 214,700 41.650 170,090 5,115 32,880 1,805 11,730 
61.275 21.940 39,335 19.105 29,980 2.150 6,965 690 2,385 
175,755 18,340 157,410 16,340 127,255 1,385 22.135 620 8.025 
26.240 8,290 17,955 6,205 12,850 1,585 3,780 500 1,330 
53,450 46,575 6,875 38.860 4,815 6,070 1,520 1,650 540 
7,599 4,000 3,590 3,025 2,380 650 880 325 330 
4,435 3.105 1,330 2,305 775 520 360 280 195 
50 5 45 - 35 - 10 - - 
2.070 190 ‘1.885 150 1.340 30 425 15 415 
980 120 860 85 570 25 225 15 60 


See notes) and footnote (s) .at end of table. - Voir note et renvoi (s) à la fin du tableau. 


7-4 92-932 


Table 7. Occupied Private Dwellings by Structural Type, Showing Condition of Dwelling and Tenure, 
for Canada and Provinces, 1981 


Tableau 7. Logements privés occupés selon le type de construction, par état du logement et mode 
d'occupation, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Dwellings in need of - logements nécessitant 


Total occupied 
private dwellings 


Regular 
maintenance only 


Major repairs 
Des réparations 
majeures 


Minor repairs 
Des réparations 
mineures 


Total des logements 
privés occupés 


Un entretien 
régulier 
seulement 


Structural type 


Type de construction 


Owned Owned Rented Owned Rented Owned Rented 
Total - - - - - - - 
Possédés Possédés loués Possédés loués Possédés| Loués 
Apartment. less than five storeys - 
Appartements, moins de cinq étages 940 20 915 25 710 - 165 - . 40 
Duplex 150 45 105 40 60 5 35 - 10 
Movable dwellings (1) - 
Logements mobiles (1) 1,030 700 335 575 225 105 85 25 20 
Northwest Territories - 
Territoires du Nord-Ouest 
Total dweltings - Total des logements 41,535 2,610 8,920 1,565 5,475 605 2,235 445 1,205 
Single detached - 
Individuels non attenants 6.940 1,875 5,070 1,045 2,730 450 1,390 380 945 
Apartment, five or more storeys - 
Appartements, cing étages et plus 415 - 410 - 370 - 35 - 5 
Other multiple dwellings - 
Autres logements multiples 3,100 70 3.030 50 2.130 15 690 5 205 
Single attached - 
Individuels attenants 1,450 50 1,405 30 955 15 340 - 110 
Apartment. less than five storeys - 
Appartements, moins de cing étages 1,475 10 1,465 10 1,075 - 305 - 80 
Duplex 175 10 160 10 95 5 50 - 20 
Movabte dwellings (1) - 
Logements mobiles (1) 4.075 670 405 470 240 140 115 60 45 


Note: For additional information concerning the data, see “Special Notes" section of text. - Note: Pour obtenir plus de renseignements 


concernant les données, voir la section "Notes spéciales" du texte. 
(1) Includes both mobile homes and other movable dwellings such as houseboats and railroad cars. - Comprend les habitations mobiles et les 


autres logements mobiles tels que les batesux-maisons et les voitures de chemin de fer. 
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Table 8. Occupied Private Dwellings by Period of Construction, Showing Condition of Dwelling and Tenure, 


for Canada and Provinces, 1981 


Tableau 8. Logements privés occupés selon la période de construction, par état du logement et mode d'occupation, 


Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Period of 
construction 


Période de 
construction 


CANADA 


Total occupied private dwellings - 
Total des logements privés occupés 


Period of construction: - 
Période de construction: 


1920 or before - 1920 ou avant 


1921 - 1945 
1946 - 1960 
1961 - 1970 
1971 - 1975 
1976 - 1979 
1980 

1981 (1) 


Newfoundiand - Terre-Neuve 


Total occupied private dwellings - 
Total des logements privés occupés 


Period of construction: - 
Période de construction: 


1920 or before - 1920 ou avant 


1921 - 1945 
1946 - 1960 
1961 - 1970 
1971 - 1975 
1976 - 1979 
1980 
198111) 


Prince Edward Island - Île-du- 
Prince-Edouar d 


Total occupied private dwellings - 
Total des logements privés occupés 


Period of construction: - 
Période de construction: 


1920 or before - 1920 ou avant 


1921 - 1945 
1946 - 1860 
1961 - 1970 
1971 - 1975 
1976 - 1979 
1980 

1981 (1) 


Nova Scotia - Nouvelle-Écosse 


Total occupied private dwellings - 
Total des logements privés occupés 


Period of construction: - 
Période de construction: 


1920 or before - 1920 ou avant 


1921 - 1945 
1946 - 1960 
1961 - 1970 
1971 - 1975 
1976 - 1979 
1980 
198111) 


Total occupied 
private dwellings 


Total des logements 


Total 


privés occupés 


Owned 


Possédés 


8,281,530 | 5, 141,930 


885,105 
1,053, 140 
1,856,050 
1,799,745 
1,324,950 
1, 109,040 

206, 140 

47,360 


148,420 


12,510 
18,465 
35,665 
31.690 
26.285 
19,350 
3.680 
755 


37,660 


273,195 


59.600 
38.510 
48,455 
43.770 
44,450 
31,955 

5.455 

1.005 


605,180 
639,315 
1,221,835 
980.465 
814, 430 
714,330 
134,055 
32,320 


119,695 


11,140 
15,650 
29,740 
24.125 
20.770 
14,745 
2,920 
B15 


28,485 


7.865 
3.715 
3.365 
3,895 
5,395 
3,670 
515 
80 


195,305 


46.515 
28.340 
35,670 
27,650 
31,110 
21.325 
3.965 
730 


See footnote (s) at end of table. - Voir renvoi(s) à le fin du tableau. 


Rented 


Loués 


Owned 


Possédés 


Regular 
maintenance only 


Un entretien 
régulier 
seulement 


3,139,600 | 3,943, 130 | 2,379,040 


279,930 
413,820 
634,220 
819,275 
510,520 
394,710 

72,085 

15,035 


28,720 


1,365 
2,820 
5,930 
7,565 
5.530 
4,605 

765 

140 


8,165 


2.040 
1,305 
1,585 
1,535 
1, 180 
1,270 
240 
10 


77, 885 


13, 080 
10,170 
12,790 
16,115 
13,340 
10,630 
1,485 

270 


353.920 
407.955 
875,480 
777.845 
711,080 
659,820 
126,430 

30,595 


91,245 


7,045 
10,470 
20,655 
18.430 
17,805 
13.470 

2.800 

575 


19,875 


4,210 
2.180 
2,255 


4,500 
3.345 
435 


128,270 


22.555 
15,685 
22,705 
20,020 
24,395 
18.655 
3.590 
660 


165,195 
256,795 
437,815 
643,395 
436,530 
358, 160 
67, 060 

14,090 


21,905 


745 
1,795 
4,105 
5.795 
4.480 
4,145 

705 

135 


6,730 


55, 130 


6,740 
6,035 
8.210 
11,990 
10,845 
9,625 
1,430 
255 


Minor repairs 


Des réparations 
mineures 


Gwned 


Possédés 


882,675 


164,980 
160,540 
262,945 
163,650 
81,745 
42,110 
5.500 
1,205 


19,575 


6,015 


46,610 


14,660 
8,625 
9,590 
B. 100 
5,325 
2,010 

250 

40 


524,930 


68,115 
100,285 
136.090 
330.970 

56,555 

28,445 

3,790 
680 


4,615 


1,740 


15,710 


3,800 
2,775 
3,255 
3.165 
1,900 
755 
40 

20 


Dweltings in need of - Logements nécessitant 


92-932 


Major repairs 


Des réparations 
majeures 


Owned 


Possédés 


316,125 


86.270 
70,825 
83.405 
38,975 
21,605 
12,405 
2,125 
520 


8.870 


2.605 


20,430 


8.300 
4,030 
3,370 
1,535 
1,385 
660 
125 
30 


235,630 


46,620 
56,740 
60.305 
44,920 
17,435 
8.105 
5.240 
270 


2,200 


595 


7,045 
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Table 8. Occupied Private Dwellings by Period of Construction, Showing Condition of Dwelling and Tenure, 


for Canada and Provinces, 1981 


Tableau 8. Logements privés occupés selon la période de construction, par état du logement et mode d'occupation, 


Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Period of 
construction 
Période de 
construction 


Owned 


Total - 
Possédés 
New Brunswick - Nouveau-Brunswick 
Total occupied private dwellings - 
Total des logements privés occupés 214,920 157,680 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 37.800 26,785 
1921 - 1945 23,630 20,305 
1946 - 1960 39,265 28,815 
1961 - 1970 34.475 24,405 
1974 - 1975 39,315 29,660 
1976 - 1979 29,385 23,370 
1980 4,390 3,790 
198111} 660 555 
Québec 
Total occupied private dwellings - 
Total des logements privés occupés 2,172,860 | 1,157,425 
Period of construction: - 
Période de construction: 
1920 or before - 1920 où avant 237,670 133,090 
1921 - 1945 295,620 125,735 
1946 - 1960 518,040 274,735 
1961 - 1970 480.890 240,455 
1973 - 1975 321.565 186,220 
1976 - 1979 265.920 165,035 
1980 44,575 27,110 
198101) 8,575 5,045 
Ontario 
Total occupied private dwellings - 
Total des logements privés occupés 2,968,785 | t,878,955 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 386.200 277,545 
1921 - 1945 384,070 253.070 
1946 - 1960 683,935 483,325 
1961 - 1970 658,200 343,950 
1871 - 1975 458,960 269,170 
1976 - 1979 - 333.845 211,695 
1980 53,435 32.275 
198111) 11,135 7,920 
Manitoba 
Total occupied private dwellings - 
Total des logements privés occupés 357,985 235,590 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 36.990 27,895 
1921 - 1945 54,690 38,285 
1946 - 1960 84,980 62,915 
1961 - 1970 75,545 44,175 
1971 - 1975 53,845 30, 480 
1976 - 1979 45,005 27, 665 
1980 5.795 3,380 
1981 (1) 1,135 785 


See footnote (s) at end of table. - Voir renvoi(s) à le fin du tableau. 


Tota! occupied 
private dwellings 


Total des logements 
privés occupés 


57,240 


11,015 
8,320 
10,450 
10,070 
9,655 
5,010 
600 
110 


1,015,430 


104,580 
169, 880 
243,300 
240,435 
135,345 
100, 880 

17,470 

3.530 


1,090,835 


108.660 
131.000 
200.610 
314,250 
189,785 
122.150 
21,160 
3,220 


122,395 


9.095 
16.405 
22,060 
31,370 
23,360 
17.335 

2.410 

350 


Dwellings in need of - Logenents nécessitant 


Regular 


maintenance only 


Un entretien 
régulier 


Owned 


Possédés 


108,795 


13,780 
11,640 
18,175 
17,315 
23,845 
20,180 
3.370 
485 


883,815 


79,545 
78,620 
189,915 
189,090 
162,255 
153,745 
25.820 
4,805 


1,470,680 


171,500 
174,595 
367,440 
281,885 
240,405 
197, 325 
30, 165 

7,365 


174,665 


15,340 
23,085 
45, 180 
35,315 
26, 620 
25.215 
3.190 

720 


seulement 


40,365 


777,360 


64,490 
112,990 
176,280 
192,925 
117,345 
93,490 
16,525 
3,315 


830,735 


65,150 
80,505 
138.205 
247,230 
164,450 
112,225 
19,940 
3,020 


92,690 


4,895 
9,550 
14,410 
25,215 
20,340 
15,710 
2,230 
330 


Owned 


Possédés 


32,795 


7,790 
5,540 
7,200 
5,270 
4,495 
2.240 
245 
20 


189,775 


32, 690 
30,205 
58,935 
39,760 
18,610 
8.570 

860 

145 


315,860 


74,615 
58,095 
95,115 
52,660 
22,330 
11,030 
1.615 
405 


44,365 


8.105 
10,500 
13,605 

7,045 

3,050 

1,910 

130 
25 


Minor repairs 


Des réparations 
mineures 


11,420 


156.395 


22.030 
34,855 
44,685 
34,915 
13.610 
5.495 
665 
135 


182,025 


27.740 
33,515 
43,770 
49, 130 
19,015 
7,760 

955 

140 


21,415 


2.480 
4.510 
5,585 
4,935 
2.445 
1,325 
120 
15 


Possédés 


92-932 


Major repairs 


Des réparations 
majeures 


Owned 


16.090 


5,210 
3,130 
3,435 
1,820 
1.320 
950 
170 
45 


83,840 


20,855 
16,905 
25, 880 
11,610 
5.355 
2.715 

425 

go 


92,415 


31,430 
20,385 
20,765 
9,400 
6,440 
3.345 
500 
145 


16,555 


4.455 
4,705 
4,130 
1.820 
815 
545 
60 

35 


Rented 


Loués 


5,455 


1.715 
1,090 
1,135 
815 
480 
200 
15 

10 


18,060 
22,040 
22.335 
12,600 
4,390 
1.900 
280 

80 


78,075 


15.765 
16,970 
18, 630 
17,890 
6.320 
2.165 

270 

55 


8,295 
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D Tableau 8. Logements privés occupés selon Ja période de construction, par état du logement et mode d'occupation, 
Canada et provinces, 1981 ‘ 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Dwellings in need of - Logements nécessitant 


Total occupied 
private dwellings 


Regular 
maintenance only 


Minor repairs 
Des réparations 
mineures 


Period of 
construction 
Période de 
construction 


Total des logements 


privés occupés Un entretien 


régulier 
seulement 


Owned Owned Rented Owned 


Owned Rented 


Total - - - - = - 
Possédés Loués Possédés Possédés loués Possédés 
Saskatchewan 
Total occupied private dwellings - 
Total des logements privés occupés 332,715 242,510 90,200 173, 460 66, 190 50,265 17,130 18,785 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 30.980 25,015 5.970 12,550 3,025 8.145 1.735 4.315 
1921 - 1945 51,345 38.475 12.865 20,560 6,945 12,230 3, 800 5.680 
1946 - 1960 74,865 57,475 17,390 36,925 10,935 15,360 4,685 5,195 
1961 - 1970 69,415 47,275 22,135 37.100 17,040 8,100 4.060 2.070 
1971 - 1975 40,940 30,725 10,215 26.370 8,540 3.450 1,290 905 
1976 - 1979 52.560 35,490 17,070 32,300 15,465 2,655 1,310 540 
1980 10,495 6.745 3.750 6,420 3.470 265 225 60 
1981 (1) 2,415 1,310 810 1,230 765 60 30 15 
Alberta 
Total occupied private dwellings - 
D Total des logements privés occupés 758,240 478,210 280,030 374,870 208,255 77,950 50,990 | 25,385 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 28.790 19,945 8.845 9,790 4,155 6.200 2.555 3,965 
1921 - 1945 59.490 37.345 22,145 19.990 10,950 11,455 6,975 5,895 
1946 - 1960 153,840 103,860 49,980 69,115 31,405 26.625 13,235 8, 120 
1961 - 1970 161,955 93,905 68,050 73.770 50,775 16.575 13.140 3.555 
1971 - 1975 133.325 81,430 51.900 70,790 42,275 8,820 7.610 1,815 
1976 - 1979 171,010 108, 430 62,575 99.930 54.625 6.930 6.340 1,575 
1980 39,550 26,555 12,995 25,065 11,820 1,115 g20 370 
198111) 10,285 6.745 3,540 6.420 3.260 230 215 90 
British Columbia - Colombie-Britannique 
Total occupied private dwellings - 
Total des logements privés occupés 996,640 641,485 355,195 512,855 270,830 98,200 60,370 30, 390 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 44,450 29,230 15,220 17,555 8.235 7.990 4.090 3.685 
1921 - 1945 115.740 78.140 37.600 51.030 24,315 - 19,510 10,400 7,600 
1846 - 1960 209,580 141,005 68.565 102,685 45,490 29,205 16,450 9,130 
1961 - 1970 232,505 128,890 103,615 100, 895 81.330 22.585 17.170 5.410 
1971 - 1975 194,695 127, 855 66,845 112,880 57,220 12,345 7,480 2,635 
1976 - 1979 150,780 101,295 49,490 94.250 44.490 5.485 3,940 1,565 
1980 37.385 26,525 19.860 25,345 9,880 850 730 330 
1981(1) 11,505 8,500 3.005 8.225 2.870 235 105 35 
Yukon 
Total occupied private dwellings - 
Total des logenents privés occupés 7,585 3,995 3,590 3,025 2,380 650 880 325 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 160 115 45 40 10 30 5 50 
1921 - 1945 355 155 200 70 110 40 55 50 
1946 - 1960 1,290 485 800 260 485 160 205 70 
1961 - 1970 1,880 930 950 695 620 165 245 70 
1971 - 1975 1.830 980 835 775 555 150 245 65 
1976 - 1979 1,695 1,080 615 970 470 85 115 20 
1980 335 205 130 180 110 20 15 0 
198111} 50 35 15 35 15 0 0 0 


See footnote (s) at end of table. - Voir renvois) à le fin du tableau. 


82-932 


Major repairs 


Des réparations 
majeures 


Rented 


Loués 


6,875 


1,205 
2.120 
1,765 
1.045 
385 
295 
50 

10 


19,780 


2,135 
4,225 
5,335 
4,140 
2,015 
1,615 
255 
70 


23,995 


2.895 
5.885 
6,630 
5,115 
2.140 
1,050 
245 
35 


325 
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Tableau 8. Logements privés occupés selon la période de construction, par état du logement et mode d'occupation, 
Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantilion (20%) 


Dwellings in need of - Logements nécessitant 


Total occupied 
private dwellings 


Regular 
maintenance only 
Un entretien 
régulier 
seulement 


Minor repairs 
Des réparations 
mineures 


Period of Major repairs 
construction 
Période de 
construction 


Total des logements 


privés occupés Des réparations 


majeures 


Owned Rented Owned Rented Owned 


Rented 


Owned 


Total . . - - - - - 
Possédés Loués Possédés Loués Possédés Loués Possédés 
Northwest Territories - 
Territoires du Nord-Ouest 
Total occupied private dwellings - 
Total des logements privés occupés 11,530 2,615 8,920 1,570 5,475 600 2,230 445 1,205 
Period of construction: - 
Période de construction: 
1920 or before - 1920 ou avant 55 40 20 10 0 10 5 15 10 
1921 - 1945 215 95 120 25 50 |: 30 35 45 35 
1946 - 1960 1,185 435 745 165 335 170 235 105 180 
1961 - 1970 3.995 815 3.180 435 1,755 200 895 185 530 
1971 - 1975 3, 150 620 2,530 440 1,660 125 630 55 245 
1976 - 1979 2,600 525 2,070 435 1,465 60 410 35 200 
1980 285 65 215 50 185 15 25 5 15 
1981 (1) 45 10 35 10 35 0 0 0 0 


(1) Includes the first five months only of 1981. - Ne comprend que les cing premiers mois de 1981. 
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Tableau 9. Logements privés non agricoies occupés par leur propriétaire selon le type de construction, 
par valeur du logement, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Structural type 


Type de construction 


CANADA 


Total dwellings - 
Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 
Other multiple dwellings 
- Autres logements 
multiples 
Single attached - 
Individuels attenants 
Apartment, less than 
five storeys - 
Appartements, moins de 
cinq étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Newfoundiand - Terre-Neuve 


Total dwellings - 
Total des logements 
Single detached - 
Individuels non attenants 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 
Other multiple dwellings 
- Autres logements 
multiples 
Single attached - 
Individuels attenants 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Prince Edward Island 
- Île-du-Prince- 
Edouard 


Total dwellings - 
Total des logements 


Single detached - 
Individuels non attenants 
Apartment, five or more 
storeys - 

Appartements. cing 

étages et plus 

Other multiple dwellings 


- Autres logements 
multiples 
Single attached - 


See notels] and footnote (s) at end of table. - Voir nota et renvoi(s) à la fin du tableau. 


Individuels attenants 


Total 


4,917,430 


4,004,510 


60,520 


673,395 


428,055 


102,255 
143,080 


179,005 


119,505 


106,050 


26,160 


23.420 


348,225 


229.025 


4,295 


28.210 
15,590 


165 


2.465 


60 
55 


20,000 


34,999 


536,385 
415,245 


4,155 


59,090 
30,915 


1,725 


Owner-occupied private non-farm dwellings 


Logements privés non agricoles occupés par leur propriétaire 


35,000 


49,999 


937,570 
766,745 
14,230 


140,790 


83,820 


Value of dwelling 


9t1,080 


752,765 


14,100 


136,505 


85,795 


18,500 
32,205 


7,710 


250 


608,705 


490,735 


8,950 


105,610 
70,815 


295 


140 


- Valeur du logement 


80,000 


93,993 


546,855 


448, 130 


85 


45 


100,000 


149,999 


567,385 


487,470 


65 
70 


520 


55 


150,000 


199,999 


250,320 


224,790 


3,110 


21,895 
11.865 


5,125 
4,915 


520 


80 


15 
15 


100 


$200,000 
and 
over 


$200, 000 
et plus 


210,915 


189, 600 


2,615 


18, 130 


8,220 


4,890 
4,020 


70 
30 


Average 
value 

Valeur 

moyenne 


$ 


73,985 
76.687 
75.802 
70.754 


70,310 


77.871 
66.996 


24,263 


40,305 
40.845 
50.000 
44,360 


40,469 


96,025 
56,232 


19,297 


40,230 
41,416 
62,902 


52,391 


43.870 


92-932 


Median 
value 


Valeur 
médiane 


$ 


60,479 


61,781 


61,257 


61,933 


62,885 


64,913 
57,687 


37,345 


37,992 


57,500 


43,029 


41,343 


84,230 
58.765 


39,683 


40,851 


66,875 


50,600 


42,784 


9-2 82-932 
Table 9. Owner-occupied Private Non-farm Dwellings by Structural Type, Showing Value of Dwelling, 
for Canada and Provinces, 1981 


Tableau 9. Logements privés non agricoles occupés par leur propriétaire selon le type de construction, 
par valeur du logement, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantilton (20%) 
Owner-occupied private non-farm dwellings 
Logements privés non agricoles occupés par leur propriétaire 


Value of dwelling - Valeur du logement 


Structural type 


Type de construction Under $200, 000 Average 
Total | $20,000 and value 
! 20,000 35,000 50,000 65,000 80,000 100,000 150,000 over - 
- - - - - - - Valeur 
34,999 49,999 64,999 79,995 99,999 149,999 199,999 $200,000 | moyenne 
et plus $ 
Apartment. less than 
five storeys - 
Appartements, moins de 
cing étages 185 0 20 15 20 25 35 35 10 10 81,516 | 82,058 
Duplex 345 5 50 90 125 65 5 5 0 0 51,304] 54,052 
Movable dwellings (t) - 
Logements mobiles (1} 1,620 1,250 330 10 20 0 0 0 5 0 14,593 
Nova Scotia - 
Nouvelle-Écosse 
Total dwellings - 
Total des logements 192,180} 34,160 | 40,565 50, 360 36, 150 15,805 7,840 5,075 1,405 805 42,995 | 41,361 
Single detached - 
Individuels non attenants 166,175 7 21,370] 36.410 47,010 33.470 14,190 7,170 4,610 1,235 720 44,922 | 43,077 
Apartment, five or more 
storeys - 
Appartements, cinq 
étages et plus 460 0 75 120 140 40 45 30 15 0 58.476 | 53,803 
Other multiple dwellings 
- Autres logements 
multiples 12,010 2,060 1,770 2,990 2,425 1,535 595 420 150 65 47,457 45,912 
Single attached - 
Individuels attenants 7,320 1,740 1,385 2,060 1,110 635 235 95 35 30 39,548 | 38,893 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 1,260 35 95 225 365 220 70 150 65 15 68,982 | 60,974 
Duplex 3.435 280 290 705 955 675 280 180 50 15 56,420 | 56,917 
Movable dwellings (1) - 
Logements mobiles (1) 13,530 | 10,735 2.315 240 110 40 40 15 5 25 14,841 
New Brunswick - 
Nouveau-Brunswick 
Total dwellings - 
Total des logements 154,980 | 28,1053 37,930 46,305 26,950 8,905 3,665 2,310 395 415 38,610} 38,711 
Single detached - 
Individuels non attenants 135, 125 18,465 | 34,360 43,345 24,670 8.130 3,365 2.115 325 360 40,064 | 40,100 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et pius 30 0 5 10 10 0 0 0 0 ° 46,139 | 44,000 
Other multiple dwellings 
- Autres logements 
multiples 8.545 495 1.795 2,715 2.190 765 275 195 70 40 48,378 | 45,932 
Single attached - 
Individuels attenants 3.075 270 815 935 585 245 120 70 25 5 43,846 | 42,267 
Apartment. less than . 
five storeys - 
Appartements, moins de 
cing étages 1,320 105 185 335 375 195 35 55 35 15 53.247 | 51,608 
Duplex 4,145 125 795 1,445 1,230 325 125 70 10 15 50.192 | 46.936 
Movable dwellings {11 - 
Logements mobiles {1} 11,285 9,145 1,765 235 80 20 20 5 5 15 13,780 
Québec 
Total dwellings - 
Total des togements 1,123,880} 79,980 | 196,650 345,875 255,745 112,485 58,740 46,660 16,095 11,650 51,887 | 47,373 
Single detached - 
Individuels non attenants 831.030 | 49,065 | 143,745 277,420 201,860 79,510 35.490 26.990 8.890 8.050 50.702 | 47,041 


See note(s) and footnote(s) at end of table. - Voir nota et renvoi(s) à la fin du tableau. 
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Tableau 9. Logements privés non agricoles occupés par leur propriétaire selon le type de construction, 
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par valeur du logement, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Structural type 


Type de construction 


Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 
Other multiple dwellings 
- Autres logements 
multiples 
Single attached - 
Individuels attenants 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 
Ouplex 
Movable dweliings (1) - 
Logements mobiles (1) 


Ontario 


Total dwellings - 
Total des logements 
Single detached - 


Individuels non attenants 


Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 
Other multiple dwellings 
- Autres logements 
multiples 
Single attached - 
Individuels attenants 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Manitoba 


Total dwellings - 
Total des logements 
Single detached - 
Individueis non attenants 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 
Other multiple dwellings 
- Autres logements 
multiples 
Single attached - 
Individuels attenants 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 
Duplex 
Movable dwellings (1) - 
Logements mobiles (1) 


Total 


4,190 


256, 150 


110,060 


57,300 
88.795 


32,510 


1,819, 140 


1.469.535 


46.280 


282.225 


236.680 


18.000 
27,545 


21,100 


214,340 


194,525 


1,005 


11,825 


7.715 


1.290 
2,820 


6.985 


Under 
$20, 000 


90 


14,210 


4,900 


4.815 
4,495 


16,605 


63,755 


43,240 


1,010 


7,250 


5,805 


740 
705 


12,255 


21,900 


17,175 


30 


445 


4,255 


20,000 


34,999 


155 


38,880 


16,980 


8,755 
13,140 


13.865 


115,445 
93.455 


3.610 
12,035 


8,680 


1,565 
1,795 


6,340 


33,415 
29.715 


215 
1.420 


795 


170 
455 


2.070 


Dwner-occupied private non-farm dwellings 


Logements privés non agricoles occupés par leur propriétaire 


35,000 


49,999 


320 


66,685 


34,690 


10,240 
21.765 


1,445 


327,735 


259,265 
13,255 
53,720 


45,240 


2,370 
6,105 


1,500 


52,890 


45,915 
280 
6,300 


4,945 


385 
970 


395 


Value of dwelling 


50,000 


64,999 


1,210 


52,280 


20.855 


10.725 
20.700 


400 


381,860 


310,610 
12.075 
58,645 


48,325 


3,470 
6,845 


525 


51,685 


49,400 
130 
2,000 


1,020 


250 
725 


170 


65,000 


73,999 


300 


31.945 


11,665 


8.330 
11,960 


125 


288,515 


230,345 


6,970 


51,005 


44,490 


2.335 
4,185 


180 


27,715 


26,900 


85 


680 


210 


155 
315 


See note (s) and footnote(s) st end of table. - Voir nota et renvois) à le fin du tableau. 


- Valeur du logement 


80,000 


99,999 


248,760 


184,415 


3,605 


50.620 
45,965 


1.915 
2,740 


130 


13,945 


13.370 


105 


450 


130 


115 
205 


20 


100,000 


149,999 


233,375 


195,775 


3,300 


34,225 
29,235 


2,500 
2.480 


80 


8,720 


8.310 


88,885 


79,600 


1,415 


7,840 


5.185 


1,320 
1.335 


30 


2,585 


2.425 


45 
10 


$200, 000 
and 
over 


$200, 000 
et plus 


145 


3.410 


2.200 


720 
490 


35 


70,800 


62.825 


1,040 


6.885 
3,765 


1,790 
1.330 


Average 
value 
Valeur 

moyenne 


$ 


80.474 


59,335 
59,834 


62,155 
56,895 


19,799 


78,218 


80,095 
65.88 
74,754 


73.044 


92,694 
77.723 


20,912 


51,755 


52.924 
61,262 
50,933 


48.504 


65,081 
51,106 


19,191 


92-932 


Median 
value 


Valeur 
médiane 


$ 


70,224 
52.380 


49,333 


56,764 
53,623 


66,080 
66.835 
56.538 


67,782 


68,470 


70,481 
61,310 


49,705 
51,354 
49,035 
44.634 


43,325 


52,827 
48,436 


Table 9. Owner-occupied Private Non-farm Dwellings by Structural Type, Showing Value of Dwelling, 
for Canada and Provinces, 1981 


Tableau 9. Logements privés non agricoles occupés par leur propriétaire selon Je type de construction, 


8 - 4 


par valeur du logement, Canada et provinces, 1981 


Based on 20% sampie data - Basé sur les données-échantillon (20%) 


Structural type 


Type de construction 
Total 


Saskatchewan 


Total dwellings - 
Tota! des logements 198,520 
Single detached - 
Individuets non attenants 183.550 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 190 
Other multiple dwellings 
- Autres logements 
multiples 4,985 
Single attached - 
Individuels attenants 3,255 
Apartment, less than 
five storeys - 
Appartements, moins de 
cing étages 815 
Duplex 915 
Movable dwellings (ii - 
Logements mobiles (1) 9,795 


Alberta 


Total dwellings - 
Total des logements 433,870 
Singte detached - 
Individuels non attenants 362.420 
Apartment, five or more 
storeys - 
Appartements. cing 
étages et plus 2.065 
Other multiple dweltlings 
- Autres logements 
multiples 38.875 
Single attached - 
Individuels attenants 30.000 
Apartment, less than 
five storeys - 
Appartements, moins de 
cinq étages 3,475 
Dupiex 5,405 
Movable dwellings{i) - 
Logements mobiles (1) 30.510 


British Columbia - 
Colombie- 
Britannique 


Total dwellings - 
Total des logements 628,250 
Single detached - 
Individuels non attenants 527,705 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 6.280 
Other multiple dwellings 
- Autres logements 
multiples 48.430 
Single attached - 
Individuels attenants 21.830 


See note(s) and footnoteis) at end of table. - Voir nota et renvoils) à la fin du tableau. 


4,635 


25,265 


12,845 


35 


795 


635 


60 
105 


11.595 


33,620 


16.050 


125 


1,410 


645 


20,000 


34,999 


185 


11.965 


22,425 
8, 480 
75 


610 


205 


Owner-occupied private non-farm dweilings 


Logements privés non agricoles occupés par leur propriétaire 


35,000 


49,999 


34,855 
32.485 
90 
1,370 


860 


160 
250 


905 


19,370 
14,355 
70 
1,745 


1,265 


370 
110 


3.200 


27,455 
17,740 
90 


2,110 


890 


Value of dwelling 


50,000 


64,999 


45,450 
44,170 
30 
1,050 


665 


335 
255 


205 


43,290 
30,930 

105 
10,390 


8,945 


870 
575 


1,865 


45,295 
35.330 
390 


5,315 


2.530 


65,000 


79,999 


420 


80 
130 


95 


63,505 
49,705 

305 
12,645 


10, 490 


650 
1,505 


850 


49,460 
41, 100 
630 


5,735 


2,395 


- Valeur du logement 


80,000 


99,999 


107.270 
99,885 
395 
6,525 


4,945 


440 
1,140 


460 


83,255 
72,105 
1,010 


8.990 


3,830 


100,000 


149,999 


120 


102, 160 
96,960 
655 
4,195 


2.415 


405 
1,375 


350 


155,975 
140,420 
1,700 


12,845 


6.615 


1,825 


1,720 


20 


28,570 


26,920 


255 


1,300 


705 


195 
400 


95 


109,435 


102.800 


1,095 


5,200 


2,260 


$200,000 
and 
over 


$200,000 
et plus 


115 


75 
10 


20 


22, 480 


21,010 


245 


1,095 


510 


410 
175 


130 


101,345 


93,690 


Average 
value 
Valeur 

moyenne 


$ 


51, 143 


52,120 


64,537 


71,243 


69,277 


91,232 
60,238 


22,339 


94,179 


101, 008 


120,048 


80, 882 


75,671 


101, 830 
$6,332 


28,248 


128,081 


136,979 


135.427 


118,520 


118,810 


82-932 


51,304 


52.712 


62.425 
57,293 


21,045 


88,118 


92.728 


109,216 


72,500 
70.815 


116,869 


126,014 


124,337 


100,165 € 


103,138 
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Table 9. Owner-occupied Private Non-farm Dwellings by Structural Type, Showing Value of Dwelling, 


for Canada and Provinces, 1981 


Tableau 9. Logements privés non agricoles occupés par leur propriétaire selon le type de construction, 


par valeur du logement, Canada et provinces, 1981 


Based on 20% sample data - Basé sur les données-échantillon (20%) 


Owner-occupied private non-farm dwellings 


Logements privés non agricoles occupés par leur propriétaire 


Structural type Value of dwelling 


Type de construction Under 


Total | $20,000 35,000 | 50,000 | 65,000 


Moins 
de 
$20.000 


49,999 64,999 79,999 


Apartment, less than 
five storeys - 
Appartements, moins de 


cing étages 18,340 425 335 1,010 2,250 2.675 
Duptex 8,255 340 70 215 540 660 
Movabie dweltings ii) - 
Logements mobiles (1} 45,845 16,035 13, 265 7,515 4,255 2,000 
Yukon 
Total dwellings - 
Total des logements 3,995 655 400 505 530 700 
Single detached - 
Individuels non attenants 3,100 270 225 325 455 690 
Apartment, five or more 
storeys - 
Appartements, cing 
étages et plus 0 0 0 0 0 0 


Other multiple dwellings 

- Autres logements 

multiples 190 10 0 60 60 0 
Single attached - 
Individuels attenants 120 10 0 55 40 0 
Apartment, less than 
five storeys - 
Appartements, moins de 


cing étages 25 0 0 0 10 0 
Duplex 45 0 0 5 5 5 
Movable dwellings (1) - 
Logements mobiles {1} 705 375 175 120 20 10 
Northwest 
Territories - 
Territoires du 
Nord-Ouest 
Total dwellings - 
Total des logements 2,610 885 410 210 255 205 
Single detached - 
Individuels non attenants 1,875 540 175 145 225 195 
Apartment. five or more 
storeys - 
Appartements, cing 
étages et plus 5 0 5 0 0 0 
Other multiple dwellings 
- Autres logements 
multiples 65 10 10 0 0 0 
Single attached - 
Individuels attenants 45 10 5 (e] 0 0 
Apartment, fess than 
five storeys - 
Appartements, moins de 
cing étages 10 0 0 0 0 0 
Duptex 10 0 0 5 0 5 
Movable dwellings (t) - 
Logements mobiles (1) 670 330 230 60 25 10 


- Valeur du logement 


80, 000 100,000 | 150,000 


89,999 149,989 | 199,999 


4,225 4,360 1.285 
340 1,870 1,655 
3,155 1,015 340 
705 335 100 
675 320 85 

0 5 © 

30 10 20 

0 0 10 

0 0 5 

25 5 0 

5 0 0 

290 260 55 
270 245 45 
° © 0 

15 15 19 

5 10 10 

5 5 0 

0 5 © 

5 0 0 


$200,000 
and 
over 


$200,000 
et plus 


1,785 
1.975 


oo 


49 


30 


me 


Average 
value 


Valeur 
moyenne 


110,261 
141,962 


33.701 


61,528 


69,390 


100,000 


70,978 


61,780 


102,771 
78,845 


24,225 


49,123 


56,663 


20,000 


93,596 


94,076 


80.962 
106.440 


23.488 


Note: For additional information concerning the data, see "Special Notes" section of text. - Nota: Pour obtenir pius de renseignements 


concernant les données, voir la section “Notes spéciales" du texte. 


Calculations based on unrounded data. - Les calculs sont basés sur des données non arrondies. 
(1) Includes both mobile homes and other movable dwellings such as houseboats and railroad cars. - Comprend les habitations mobiles et tes 


autres logements mobiles tels que les bateaux-maisons et les voitures de chemin de fer. 


92-932 


91,768 
136, 562 


27,787 


62,175 


70,921 


125,000 


56,610 


49,292 


106,250 
86.538 


35.853 


55,077 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 € 


Based on 20% sample data 


Number of persons per room 


Condition of dwelling 


Total Nombre de personnes par pièce État du togement 
occupied 
private In need of 
dwellings regular RUE 
Type of household and size - maintenance major repairs 
Total 0.5 or less 2.1 or more only J . P 
des logements - | .. Nécessitent 
Rene 0.5 ou moins 2.1 ou plus Nécessitent des réparations 
un entretien] mineures et (ou 
A : majeures 
régulier 
CANADA 
Total occupied private dwellings 8,281,530 5,046,760 | 3,023,625 163,500 36.805 10,840 6,322,170 1,959,360 
Household type and size: 
Family househotds 6,231,945 3,176.550 | 2,849,575 161,650 33.820 10,345 4,756,850 1,475,095 
One-family households 6,144,610 3,168,750 | 2,790,235 147,260 29.720 8.645 4,691,880 1,452,725 
Husband-wife families - 5,483,215 2,784.915 | 2,530,990 133,455 26,285 7,575 4,235, 665 1,247,550 
Without additional persons 5,085,015 2,679,105 | 2,279,540 101, 480 15,630 5,260 3,944,915 1,140,095 
Chiidiess 850.570 723,365 123,490 - 3,720 - 661,990 188,580 
Children no longer at home 967.870 891,235 74,525 - 2,110 - 778.995 188,880 
With all children at home 
17 years and under 2,265,585 700,510 | 1,487,640 64, 630 9,005 3.800 1,736,235 528,350 
With ail children at home 
18 years and over 498,310 276,005 219,070 2,740 275 220 387.320 110,995 
With some children at home 
17 years & under & some 
18 years & over 502.680 87.985 374.815 34,110 4,530 1,235 380,380 122,300 
With additional persons 398.200 105.810 251,450 31,975 6,650 2.315 290,750 107, 455 
3 persons 414,750 66, 835 44, 165 620 - 135 83,665 28.090 
4 persons 94,735 26.525 65.910 1,665 480 150 69,495 25,240 
5 or more persons 191,715 12,450 141,375 29,690 6.165 2,030 137.590 54,125 
Lone-parent families 661,395 383.840 259,245 13,800 3.435 1.075 456,220 205,175 
Without additional persons 547,200 350,475 187,370 6, 880 2,080 395 380,730 165,465 
With all children at home 
17 years and under 286,260 170.460 311,105 3.370 1,115 210 197,625 88,640 
With all children at home 
18 years and over 190,310 157,050 32,275 420 510 50 135.755 54,559 
With some chiidren at home 
17 years & under & some 
18 years & over 70,625 22,955 43.990 3,085 460 135 47,355 23,275 
With additional persons 114,200 33.365 71,875 6,925 1,355 680 75,485 38,715 
3 persons 50,385 24,275 25,510 470 - 135 34,380 16,005 
4 persons 34,265 7,575 25,785 690 175 40 23.090 13,175 
5 or more persons 29.545 1.520 20,580 5,760 1,185 505 18,015 11,535 
Multiple-family households 87,335 7,800 59,340 14.400 4,100 1,700 64,970 22.370 
4 persons 16,285 4.640 11,190 340 105 5 12,210 4,080 
5 persons 20,375 2,060 16,750 1, 160 330 75 15, 165 5.210 
6 persons 24,325 860 18,785 4,265 320 90 18,605 5,725 
7 or more persons 26.355 235 12,615 8,635 3,340 1,530 18,995 7,360 
Non-family households 2,049,585 1,870,210 174,050 1,850 2,985 495 1,565,320 484,265 
1 person 1,681, 195 1,588,810 92,385 - - - 1,302,745 378,450 
2 persons 293.575 245,845 45,100 - 2,630 - 211.525 82,045 
3 persons 54.425 29.340 24.090 755 - 240 37,630 16,800 
4 or more persons 20,390 6,215 12,470 1,095 360 255 13,420 6.970 
Newfound and 
Total occupied private dwellings 148, 420 67,405 69, 130 9,545 1,920 415 113,155 35,265 
Household type and size: 
Family households “130, 180 50,540 67,815 9,510 1,900 415 99,575 30,605 
One-family households 125,440 50,330 64,725 8,405 1,625 350 95.995 29.440 
Husband-wife families 114,425 44,690 60,105 7,795 1,520 310 88,555 25.870 
Without additional persons 99,555 41,815 50,860 5,705 985 195 77,485 22,070 
Childiess | 9,620 8,730 870 - 25 - 7,810 1,815 
Children no longer at home 13,125 12,555 555 - 45 - 10,525 2.600 
With all children at home 
17 years and under 55,790 14,750 36.955 3,490 485 105 43,205 12,580 
With all children at home 
18 years and over 7,950 4,355 3.510 85 10 - 6,260 1,690 
With some children at home 
17 years & under & some 
18 years & over | 13,065 1,425 8.975 2,135 445 85 9.685 3,380 
With additional persons . 14,870 2,875 9,245 2,090 §35 115 11,070 3,800 
3 persons 2,635 1,670 945 15 - - 2,105 530 
4 persons 2,890 785 2,060 40 5 > 2,160 725 
5 or more persons 9,355 420 6,245 2,040 530 120 6.810 2.545 


See notels) st end of table. 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


D... sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de salles de bains 


Total with One half bathroom 
bathrooms only 
Total avec Une demi-satle 
salles de bains 
de bains seulement 
8, 168,925 80,540 
6,171,325 44,440 
6.085, 865 43,625 
§.433,775 35,955 
5.042.030 32,235 
844,510 6.610 
957.845 7,835 
2,245,935 12, 180 
494,995 2,840 
498.750 2.765 
391,745 3,725 
110,485 1, 130 
$3,560 785 
D 187,705 1,815 
652,090 7,665 
540,360 6,390 
283,475 2,885 
187,045 2,895 
69, 840 605 
111,725 1,280 
49,690 555 
33,645 330 
28,390 395 
85.460 815 
16,120 125 
20.085 135 
24,025 180 
25,230 380 
1,998,605 36, 100 
1,636,360 31,295 
288, 680 4,060 
53,575 560 
19,985 180 
142,518 3,390 
125.945 2,635 
121,405 2,505 
110,915 2,135 
96.635 1,770 
9,375 185 
12,610 370 
54,130 875 
7,720 150 
12,795 185 
14,280 370 
2,535 70 
2.775 65 
8,965 230 


Voir note à la fin du tableau. 


One complete 
bathroom onty 


Une salle de 
bains complète 
seulement 


5,365,205 |: 


3 

3, 
3, 
2. 


679,200 
644,315 
175.260 
971,850 
613.950 


625.525 


,260.040 
250,720 


221.620 
203.410 
65,590 
50,580 
87,240 
469,050 
396,315 


219,760 


133,125 


43,435 
72,740 
34,710 
21.060 
16.970 
34,885 
8.115 
9,010 
8.395 
9,370 
1,686,005 
1,417,765 
224,370 
34,580 
9,300 


113,910 


99,640 
96,050 
87,280 
76,135 

7,595 


10,450 
42,490 
5.985 
9,615 
11,150 
2,050 


2.180 
6,920 


More than one 
bathroom 


Plus d’une 
salle de bains 


2,724, 180 


2,447,685 
2,397,925 
2.222.555 
2,037,945 

223,945 


324,485 
973,715 


241,435 


274,360 
184,615 
43,770 
42,190 
98,655 
175,370 
137,655 


60,830 


51,025 


25,800 
37,710 
14,425 
12,260 
11,020 
49.760 
7,885 
10,945 
15,450 
15,480 
276.500 
187,305 
60,250 
18,435 
10,510 


25,210 


23,670 
22,855 
21,495 
18,735 

1,600 


1,785 
10,765 
1,585 
3,000 
2.765 
420 


530 
1,820 


Système de chauffage central 


7, 


sue un 


n 


Central heating equipment 


513,305 


.667,325 
.590,575 
.008,935 
.657,850 


786,030 


883,390 


, 075.845 


456,470 


456,115 
351,085 

99,860 

84,505 
166.720 
581.640 
483.790 


256,040 


165,295 


62,455 
97,850 
43,775 
29,995 
24,070 
76,755 
14,770 
18,210 
21,720 
22,050 


. 845,980 
.515, 600 


263,585 
48,460 


18.340 


114,570 


101,510 
88,270 
90,415 
79,710 

8, 360 


9,785 
45,715 
5,905 
9,945 
10,705 
1,910 


2,165 
6,635 


Without 


Sans 


768,225 


564,620 
554.035 
474,280 
427,160 

64,540 


84,475 
189,740 


41,840 


46,565 
47,120 
11,890 
10,235 
24,995 
79,755 
63.405 


30,220 


25,010 


8,170 
16,350 
6.610 
4,270 
5.475 
10.585 
1,520 
2,165 
2,600 
4,305 
203,600 
165,595 
29,990 
5.970 
2,055 


33,850 


28,670 
27,165 
24,010 
19,845 

1,260 


3,345 
10,075 
2,050 
3,120 
4,165 
720 


720 
2,720 


Genre et taille du ménage 


CANADA 


Total des logements privés occupés 
Genre et taille du ménage: 


Ménages fami | i aux 
Ménages uni fami | i aux 
Familles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus a ia maison 
Dont tous les enfants à ia 
maison ont 17 ans ou moins 
Dont tous les enfants à ta 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Families monoparentales 
Sans autres personnes. 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou pius 
Avec d’autres personnes 
personnes 
personnes 
personnes et plus 
Ménages multi fami | iaux 
4 personnes 
5 personnes 
6 personnes 
7 personnes et plus 
Ménages non familiaux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


uw» © 


Terre-Neuve 


Total des logements privés occupés 
Genre et taille du ménage: 


Ménages familiaux 
Ménages uni familiaux 
Familles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus à la maison 
Dont tous les enfants à la 
maison ont 17 ans où moins 
Dont tous les enfants à la 
maison ont 18 ans où plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 


of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household and size 


Lone-parent families 
Without additional persons 

Hith all children at home 
17 years and under 

With all children at home 
18 years and over 

With some children at home 
17 years & under & some 
18 years & over 

With additional persons 

3 persons 

4 persons 

5 or more persons 

Multiple-family households 

4 persons 

5 persons 

6 persons 

7 of more persons 

Non-family households 

1 person 

2 persons 

3 persons 

4 or more persons 


Prince Edward Isiand 


Total occupied private dwellings 
Household type and size: 


Family households 
One-family households 
Husband-wife families 
Without additional persons 
Childless 


Children no longer at home 
With all children at home 
17 years and under 
With ali children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
Sor more persons 
Lone-parent families 
Without additional persons 
With all children at home 
17 years and under 
With all children at home 
18 years and over 
With some children et home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Multiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non-family households 
1 person 
2 persons 
3 persons 
4 or more persons 


See note(s) at end of table. 


Number of persons per room 


Condition of dwelling 


Total Nombre de personnes par pièce Etat du logement 
occupied 
private In need of 
: In need of 
dwellings regular minor and/or 
- maintenance | vaio, repairs 
Total 0.5 or less 2.1 or more only } . P 
des logements - - - A . 
privés 0.5 où moins 2.1 ou plus | Nécessitant des ESS tons 
occupés seulement nineures et lou 


un entretien 


régulier majeures 
11,010 5.640 4,620 610 105 40 7,440 3.570 
8.210 4,810 3,040 290 65 10 5,600 2.610 
3,470 1,840 1,505 105 20 - 2,470 1,005 
3.175 2,580 550 15 25 - 2.130 1,045 
1,565 390 980 170 20 5 1,005 560 
2,800 830 1.575 320 40 30 1,840 960 
915 605 295 10! - - 625 290 
720 170 530 15 - - 485 235 
1.170 55 755 290 40 30 730 440 
4,745 210 3,085 1,.100 280 65 3,580 1.165 
650 110 525 10 5 - 525 125 
1,005 55 885 60 5 5 820 185 
1,245 45 975 220 - . - 880 365 
1.840 5 700 810 265 60 1,355 490 
18,235 16,865 1,315 40 20 - 13,580 4,655 
13.700 13,370 330 - - - 10.260 3,440 
3,355 2.980 365 - 15 - 2.455 805 
g10 470 440 5 - - 655 250 
270 50 180 35 5 - "205 65 
37,660 21,680 14,510 1,260 180 30 26,605 11,055 
29,760 14,280 14,015 1,250 180 25 21,005 8,755 
29,350 14,220 13,755 1,180 170 30 20,745 8.605 
26,145 12,310 12,535 1,115 160 30 18,560 7.585 
23.670 41,625 11,015 875 135 20 17,020 6,645 
2,900 2,630 265 . - - 2,115 780 
4,245 4,005 240 - - - 3.260 985 
11,105 3.160 7,315 570 50 10 » 7,920 3.185 
2.260 1,375 880 10 - - 1, 680 585 
3,160 450 2,320 295 80 10 2,045 1,115 
2.475 685 3,515 240 25 5 1,535 935 
640 485 155 - - . 375 265 
575 145 425 - - - 355 215 
1,265 60 935 240 25 5 810 455 
3,205 1,910 1,220 65 10 - 2.185 1,025 
2,610 1,740 : 830 30 5 - 1,825 785 
1,065 630 415 15 5 - 775 290 
1,140 975 165 - . - 795 350 
400 135 245 15 5 - 255 140 
595 170 395 30 - - 360 240 
245 125 415 - - - 160 80 
185 40 135 10 - - 120 65 
165 5 140 25 - - 75 95 
410 65 260 75 15 - 260 155 
75 30 45 - - . 50 25 
110 30 75 5 . - 70 40 
105 - 75 25 . . 65 40 
120 - 65 45 15 - 75 45 
7,895 7,400 495 5 - - 5, 600 2,295 
6,240 6,040 205 - - - 4,510 1.730 
1,320 1,170 145 - - - 890 435 
260 165 go 5 - - 170 90 
75 25 50 - - - 30 45 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


4 sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de salles de bains 


Total with One half bathroom 
bathrooms only 
Total avec Une demi-sal le 
saltes de bains 
de bains seulement 
10,490 365 
7,820 270 
3,375 75 
2.935 150 
1,505 40 
2,670 95 
890 35 
670 - 
1,115 60 
4,535 135 
640 15 
950 25 
1,210 40 
1,735 50 
16,570 755 
12,290 595 
3.170 145 
860 - 
D 250 15 
36,330 375 
29.075 240 
28.670 230 
25,560 195 
23,140 165 
2.840 10 
4,155 50 
10.805 90 
2.220 15 
3,110 - 
2,425 30 
615 15 
575 - 
1,240 15 
3,110 35 
2,535 30 
1, 060 15 
1,080 20 
395 - 
565 5 
235 - 
175 - 
160 
410 10 
70 5 
110 - 
105 5 
120 - 
7,255 135 
5,710 125 
1,225 5 
255 - 
70 - 


Voir nota 6 le fin du tableau. 


One complete 
bathroom only 


Une salle de 
bains complète 
seulement 


Plus d'une 
salle de bai 


L 
1, 


More than one 
bathroom 


355 
000 


430 


315 


255 
355 
165 

60 
130 
815 

95 
200 
245 
270 


.540 
.085 


305 
95 
60 


.615 


.875 
.770 


455 
925 
430 


825 


245 


Central heating equipment 


Système de chauffage central 


Hithout 


Sans 


7,860 3, 
5,980 2. 


2,035 4, 


3,235 4, 


13,060 5, 
9.625 4, 


6.140 1, 
4,875 1 


155 
225 


640 


140 


440 
930 
255 
290 
390 
505 
175 
320 
360 
650 
175 
075 
810 
205 


130 


755 
360 


Genre et taille du ménage 


Familles monoparentales 
Sans autres personnes 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Ménages multifamiliaux 
personnes 
personnes 
personnes 
personnes et plus 
non familiaux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


sous 


Ménages 


Tle-du-Pr ince-Edouard 


Total des logements privés occupés 
Genre et taille du ménage: 


Ménages familiaux 
Ménages uni fami! iaux 
Familles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus à la maison 
Dont tous les enfants 
maison ont 17 ans ou 
Dont tous les enfants 
maison ont 18 ans ou 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Families monoparentales 
Sans autres personnes 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à ta 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou pius 
Avec d’autres personnes 
personnes 
personnes 
Personnes et plus 
mul tifami | iaux 
personnes 
personnes 
personnes 
personnes et plus 
Ménages non fami li aux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


ala 
moins 
ala 
plus 


OEw 


Ménages 


sous 


Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
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of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household and size 


Nova Scotia 


Total occupied private dwellings 
Household type and size: 


Family households 
One-family households 
Husband-wife families 
Without additiona! persons 
Childiess | 


Children no longer at home 
With all children at home 
17 years and under 
With all children at home 
18 years -and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Lone-parent families 
Without additional persons 
With allt children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Multiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non-family households 
1 person 
2 persons 
3 persons 
4 or more persons 


New Brunswick 


Total occupied private dwellings 
Household type and size: 


Family households 
One-famiiy households 
Husband-wife families 
Without additional persons 
Chitdiess 


Children no longer at home 

With all children at home 
17 years and under 

With all children at home 
18 years and over 

With some children at home 
17 years & under & some 
18 years & over 

With additional persons 

3 persons 

4 persons 

5 or more persons 


See note (s) at end of table. 


Total 
occupied 
private 
dwel tings 


Total 
des logements 
privés 
occupés 


273,195 


212,235 
208.350 
184,860 
167,285 

23,890 


32,440 
76,965 


15,995 


17,995 
17,580 
4,675 
4,230 
8,675 
23.490 
18.485 


9,070 


6.735 


2.675 
5,000 
2.215 
1,510 
1,275 
3.885 
830 
g95 
1,070 
990 
60.960 
48,600 
10,025 
1.815 
520 


214,920 


173,395 
170,430 
151,320 
137.635 

17,595 


24,455 
66,655 
13,305 
15,620 
13,680 

3,430 


3,175 
7,070 


56. 
46. 


118, 


0.5 or Jess 


0.5 ou moins 


. 185 


, 560 
.210 
. 065 
, 580 
.495 


. 190 
. 160 


, 195 


105,730 


101,625 
98, 830 
89,230 
78,225 

3,325 


2, 180 
52,685 


6,710 


485 
4,100 
1,910 
1,110 

755 

330 


88,490 


86,085 
83,995 
75,985 
67,445 

1,795 


1,435 
46,630 
5,920 
11,660 
8,550 
1,335 


2,115 
5,100 


Number of persons per room 


Nombre de personnes par pièce 


2.1 or more 


2.1 ou plus 


In need of 
regular 
maintenance 

only 


État du logement 


Nécessitant 
seulement 
un entretien 
régulier 


183,400 


141,210 
138,975 
125,450 
114,830 

17,190 


22,865 
52,575 


10,780 


11,420 
10,615 
2.890 
2,665 
5,060 
13,525 
10,825 


5.345 


3,995 


1,480 
2,705 
1,280 
820 
610 
2,240 
510 
555 
660 
515 
42,185 
34,235 
6.565 
1,120 
270 


82-932 


Condition of dwelling 


in need of 
minor and/or 
major repairs 


Nécessitant 
des réparations 
mineures et (ou) 

majeures 


89,800 


71,025 
69,375 
59,420 
52.455 

6,695 


9,575 
24,385 


5,215 


6.585 
6.955 
1,785 
1,570 
3,610 
8.960 
7,665 


3,725 


2,745 


1,200 
2,295 
940 
695 
665 
1,645 
320 
440 
405 
480 
18,775 
14,365 
3,465 
695 
245 


65,755 


53,115 
51,905 
44,485 
39,545 

4,540 


6,360 
19,000 
4,070 
5,570 
4,920 
1,060 


1,135 
2,725 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


D Basé sur les données-échantillon (20%) 


Nunber of bathrooms 


Nombre de salies de bains 


One half bath 
onty 


Total with 
bathrooms 
Totel avec 
salles 
de bains 


de bains 
seulement 


263,050 


205,940 
202,200 
179,640 
162,675 

23.205 


31,525 
74,815 


15.590 


17,540 
16,960 
4,535 
4,100 
8,325 
22,560 
17,830 


8.810 


6,435 


2,575 
4,735 
2.115 
1,430 
1, 190 
3,740 
790 
955 
1,045 
945 
57,110 
45,390 
8,540 
1,690 
480 


210,405 


170,745 
167,865 
143,210 
135,740 

17,330 


24,080 
65,700 


13, 185 


15,445 
13,470 
3.375 
3,120 
6,975 


Voir note 8 la fin du tableau. 


room 


Une deni-salle 


One complete 
bathroom only 
Une salie de 
bains compléte 
seulement 


207,240 


157,720 
155,055 
135,910 
123,165 

19,165 


24,720 
56,070 


11, 165 


12,045 
12,750 
3,585 
3,060 
6,100 
19,145 
15,280 


7,875 


5,290 


2,110 
3,865 
1,735 
1,155 
975 
2.670 
620 
710 
715 
620 
49,515 
39.655 
8,150 
1,395 
325 


162,965 


128,995 
126,915 
111,365 
101,835 

14,215 


18,620 
49,460 
9,290 
10, 250 
9,530 
2,450 


2,290 
4,785 


More than one 
bathroom 


Plus d’une 
salle de bains 


Systéme de chauffage central 


Central heating equipment 


With Without 
Avec Sans 

233,800 39,390 
182,400 29.835 
179,340 29,010 
159, 680 25, 180 
145,335 21.950 
21,385 2,500 
27,560 4,880 
67,165 9,800 
13, 760 2,235 
15,475 2.525 
14,350 3,230 
3.845 825 
3,495 740 
7,010 1,665 
19,655 3.830 
15,655 2.825 
7,995 1,075 
5,345 1,395 
2,320 360 
4,000 1,000 
1,770 445 
1,215 295 
1,010 260 
3,065 820 
660 165 
775 225 
830 240 
795 195 
51,405 9,555 
41,155 7,445 
8,380 1,640 
1,435 385 
430 85 
182,000 32,920 
146,930 26,465 
144,625 25.810 
128,705 22,615 
117.825 19,810 
15,535 2.060 
20,760 3,700 
57,220 9,440 
11,340 1,965 
12,975 2.645 
10,875 2,805 
2,780 650 
2,580 600 
5,515 1,560 


Genre et taille du ménage 


Nouvelle-Écosse 


Tota! des logements privés occupés 
Genre et taille du ménage: 


Ménages : fami | iaux 
Ménages uni familiaux 
Familles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus à !a maison 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.à la 
‘ mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Familles monoparentales 
Sans autres personnes 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou pius 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d’autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Ménages multifamiliaux 
4 personnes 
5 personnes 
6 personnes 
7 personnes et plus 
non familiaux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


Ménages 


Nouveau-Brunswick 


Total des logements privés occupés 
Genre et taille du ménage: 


Ménages familiaux 
Ménages uni fami | i aux 
Familles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus à la maison 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou pius 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based:on 20% sample data @ 


Condition of dwelling 


Number of persons per room 


Total Nombre de personnes par pièce État du logement 
occupied 
due Tings euler. res of 
Type of household and size - maintenance naior re airs 
Total 0.5 or less 2.1 or more onty J . P 
des logements - - - A : 
privés 0.5 ou moins 2.1 ou plus | Nécessitant d Nécessitant 
A jement es réparations 
occupes seu : mineures et (ou 
un entretien : 
régulier majeures 
Lone-parent families 19,110 10,380 8.000 605 100 30 11,675 7,440 
Hithout additional persons 15,160 9,240 5,580 285 45 10 9,240 5,920 
With all children at home 
17 years and under 7,725 4,160 3,410 120 20 10 4,640 3,085 
With all children at home 
18 years and over 5,320 4,515 760 30 15 - 3,290 2.030 
With some children at home 
17 years & under & some 
18 years & over 2,115 570 1,410 125 15 - 1,315 805 
With additional persons 3,950 1,135 2,420 325 55 20 2,435 1,520 
3 persons . 1,615 865 730 10 - 10 1,080 535 
4 persons 1,085 195 860 20 10 5 655 435 
. 5 or more persons 1.245 75 825 295 50 5 695 550 
Multiple-family households 2,960 275 2.090 485 90 20 1,750 1,215 
4 persons 590 165 420 5 - - 375 215 
S persons 730 70 640 15 5 - 440 290 
6 persons 850 45 690 410 - - 510 340 
7 or more persons 795 - 345 350 80 20 430 365 
Non-family -househo!ds 41,525 39,045 2,410 45 35 - 28,885 12,635 
1 person 32,925 31,975 945 - - - 23.270 9.650 
2 persons 6.810 6,175 605 - 30 - 4,480 2,330 
3 persons 1,340 720 §95 20 - - 845 490 
4 or more persons 460 165 270 25 5 - 290 170 
Québec 
Total occupied private dwellings 2,172, 855 1,173,030 939,970 49,970 8,200 1,690 1,661, 175 511,680 
Household type and size: 
Family households 1,654,745 714,390 882.110 49,500 7,185 1,560 1,265,015 389,730 
One-family households 1,638,720 713,015 871.035 46,910 6.505 1,260 1,253,430 385,285 
Husband-wife families 1,440, 265 608,530 782.755 42,250 5,630 1.110 1,113,095 327,165 
Without additional persons 1,339,375 587,055 714,025 33,145 4,365 785 1,038,950 300, 430 
Childless 250, 245 204,370 44,795 - 1,075 - 198,480 51,765 
Children no longer at home 193, 660 172,435 20,815 - 410 - 152,840 40,820 
With all children at home 
17 years and under 599,605 129, 465 450, 160 18,030 1,515 435 463,835 135,770 
With all children at home 
18 years and over 148,955 63,580 84,205 1.090 45 30 113,800 35, 160 
With some children at home 
17 years & under & some 
18 years & over 146,905 17,200 114,045 14,025 1.320 320 109,990 36,915 
With additional persons 100,890 21,475 68,730 9,100 1,260 325 74,150 26,735 
3 persons 28, 155 13,390 14,615 135 - 10 21.340 6.815 
4 persons 25, 660 5.680 19,515 370 95 10 18,935 6,730 
5 or more persons 47,070 2,400 34,595 8,595 1,170 305 33,880 13,190 
Lone-parent families 198, 455 104,485 88,285 4,665 875 150 140,335 58,125 
Without additional persons 166.025 97,520 65,295 2,565 570 75 148,440 47,585 
With all children at home 
17 years and under 78,725 42,980 34,285 1,125 295 40 56,075 22, 650 
With all children at home 
18 years and over 64,455 49,670 14,525 125 130 5 46,790 17, 665 
With some children at home 
17 years & under & some 
18 years & over 22,845 4,870 16,485 1,315 145 25 15,580 7,265 
With additional persons 32.435 6,965 22,990 2,100 305 75 21,890 10,540 
3 persons 15,155 5,065 9,945 135 - 15 10,350 4,800 
4 persons 8,725 1,655 7,885 145 35 5 6, 665 3,060 
5 or more persons 7,550 245 5.160 1.820 270 60 4,875 2.675 
Multiple-family households 16,025 1,375 11,075 2,590 680 300 11,585 4,440 
4 persons 3.370 840 2,465 60 - - 2,440 925 
5 persons 4,070 345 3.395 265 50 10 2,940 1, 130 
6 persons 4,375 150 3.155 1,000 55 15 3,275 1, 105 
7 or more persons 4,210 40 2.050 1,260 580 280 2,935 1,275 
Non-family households 518,115 458, 645 57,855 465 1.015 135 396, 155 121,955 
1 person 425,050 392,570 32,485 - . - 328,775 96,275 
2 persons 76,085 59,370 15,775 - 945 - 55,315 20,770 
3 persons 11,830 4,960 6.645 180 - 40 8,530 3,300 
4 or more persons 5,145 1,745 2.960 275 70 95 3,540 1,605 


See note (s) at end of table. 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et systéme de chauffage central, Canada et provinces, 1981 


] Basé sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de salles de bains 


Central heating equipment 


Systéme de chauffage central 


Total with One half bathroom One complete 
More than one 
bathroons only bathroon only bathroom Without 
Total avec Une demi-salle Une salle de | - 
salles de bains bains compléte soled bains Sans 
de bains seulement seulement 
18,655 340 15,555 2.765 15,920 3,195 
14,770 265 12.470 2.030 12,780 2,380 
7.565 105 6,725 745 6,760 965 
5.125 155 4,130 840 4,195 1,120 
2.080 10 1,620 445 1,825 290 
3.890 75 3.080 735 3,140 815 
1,600 30 1,305 265° 1,350 265 
1,060 15 860 185 885 205 
1.230 30 915 280 910 340 
2.880 40 2,085 760 2.305 : 655 
575 15 415 150 515 80 
710 15 530 160 600 130 
825 10 560 250 660 185 
770 - 575 200 530 265 
39.660 1,255 33,965 4,440 35,075 6,455 
31.345 1,065 27.215 3.065 27.685 5,235 
6.565 165 5.480 920 5,815 995 
1,310 10 1,015 280 1,170 170 
D 450 5 265 175 400 60 
2,158,620 37,985 1,628,520 492, 120 1,903,765 269,095 
1,649,015 19,870 1,176,350 452,805 1,460, 685 194,055 
1,633,110 19,640 1, 168, 380 445,085 1,446,695 192,030 
1,435,710 15,585 4,008,005 412,120 1,282, 705 157,560 
1,335, 195 14,255 945,645 375.295 1,195,860 143,515 
249,345 3.695 208,570 37.080 225,090 25,160 
192,555 3.200 146,910 42,445 168,400 25,260 
598,340 4,700 414,425 179,210 543, 265 56,340 
148.415 1,450 93,390 53,580 130,015 18,940 
146.545 1,205 82.355 62,985 129,090 17,820 
100,520 1,335 62,355 36,825 86, 840 14,045 
28,015 470 19,895 7,655 24,175 3,980 
25.565 315 16,470 8,785 22,045 3,610 
46.935 545 26,000 20,385 - 40,615 6,455 
197,400 4,050 160, 380 32,965 163,990 34,470 
165,175 3,540 135,645 25.990 137,540 28,480 
78,415 1,585 68,010 8, 820 65, 890 12, 835 
63,980 1, 600 50,765 11,620 52,615 11,845 
22,780 355 16,870 5,555 19,040 3,805 
32,225 510 24,735 6,975 26.445 5,990 
15,080 240 12,370 2.470 12,340 2,810 
9,660 135 7,160 2,365 8,095 1,630 
7,485 135 5,205 2,150 6,010 1,545 
15,910 230 7,960 7,715 13,995 2.030 
3,360 50 2.015 1,295 3.010 355 
4,050 30 2,240 1,780 3,655 410 
4.355 60 1,835 2.455 3,870 510 
4,150 90 1,875 2,190 3,465 745 
509,600 18,120 452.170 39,315 443,075 75,040 
417,610 15,465 376,445 25,695 365,505 59,545 
75,230 2,240 64,035 8,950 63,595 12, 490 
11,690 300 9,080 2,310 9,570 2,260 
5,075 100 2.610 2,360 4,400 745 


Voir note 8 le fin du tableau. 


Genre et taille du ménage 


Familles monoparentales 
Sans autres personnes 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à ta 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans cu moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
personnes 
personnes 
personnes et plus 
Ménages multifamiliaux 
personnes 
personnes 
personnes 
personnes et plus 
Ménages non familiaux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


up 


seaws 


Québec 


Total des logements privés occupés 
Genre et taille du ménage: 


Ménages familiaux 
Ménages uni fami | iaux 
Femilles époux-épouse 
Sans autres personnes 
Sans enfants 
Dont les enfants ne sont 
plus à la maison 
Dont tous les enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou plus 
Avec d'autres personnes 
3 personnes 
4 personnes 
5 personnes et plus 
Famitles monoparentales 
Sans autres personnes 
Dont tous tes enfants à la 
maison ont 17 ans ou moins 
Dont tous les enfants à la 
maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
et cert.ont 18 ans ou pius 
Avec d'autres personnes 
personnes 
personnes 
personnes et plus 
Ménages multi fami! iaux 
4 personnes 
5 personnes 
6 personnes 
7 personnes et plus 
Ménages non familiaux 
1 personne 
2 personnes 
3 personnes 
4 personnes et plus 


op 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household and size 


Ontario 


Total occupied private dwellings 
Household type and size: 


Family households 
One-family households 
Husband-wife families 
Without additional persons 
Childless 


Children no longer at home 
With all children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
lone-parent families 
Hithout additional persons 
With all children at home 
17 years and under 
With all children at home 
18 years and over 
-With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Multiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non-family households 
1 person 
2 persons 
3 persons 
4 or more persons 


Manitoba 


Total occupied private dwellings 
Househoid type and size: 


Family households 
One-family households 
Husband-wife families 
Without additional persons 
Childiess 


Children no longer at home 

With all children at home 
17 years and under 

With all children at home 
18 years and over 

With some children at home 
17 years & under & some 
18 years & over 

With additional persons 

3 persons 

4 persons 

5 or more persons 


See note (s) at end of table. 


Condition of dwelling 


Number of persons per room 


Total Nombre de personnes par piéce Etat du logement 


occupied 
private In need of 
i In need of 
dwellings TE ce minor and/or 
Total 0.5 or less 2.1 or more only major repairs 
des logements - - - A : 

D . A . Nécessitant 
privés 0.5 ou moins 2.1 ou plus | Nécessitant des réparations 
occupés seulement : 

un entretient "ineures et (ou) 

régulier majeures 
2,969,785 1,911,060] 1,001,350 43,935 10,570 2,870 2,301,415 668,375 
2,240,395 1,229,870 954,535 43, 480 9,780 2,730 1,733, 160 507,240 
2,203,980 1,226,320 928.370 38.425 8.525 2,340 1,704,700 499,280 
1,972,415 1,082,315 845.440 35,090 7,515 2.055 1,541,865 430,550 
1,833,835 1,040,255 759,540 26,710 5,790 1,545 1,438, 110 395,730 
296.750 258,195 37,335 - 1,220 - 229.135 67,620 
370,470 344.400 25,390 - 675 - 307.125 63,345 
789.535 283,605 484,335 17,665 2.700 1,230 604,835 184,700 
191,140 117,330 72,800 805 140 70 152,520 38,620 
185,940 36,725 139, 680 8,235 1,050 245 144,495 41,450 
138.580 42,060 85,900 8, 385 1,725 515 103,755 34,820 
39,695 26,705 12,715 245 - 30 30,275 8,420 
32,795 10,415 21,550 595 185 55 24,405 8.390 
66,085 4,940 51,635] 7,545 1,540 430 49,080 17.005 
231.560 144,000 82,930 3,335 1,020 285 162,830 68,730 
194,215 130,905 60,755 1,710 720 125 137,510 56,710 
102,575 64,025 37,185 905 405 60 71,015 31,565 
66,100 56,825 8,930 150 175 15 48,905 17,195 
25,540 10,050 14,635 660 145 50 17.590 7.950 
37,345 13,095 22,175 1,625 295 160 25,325 12,020 
17.025 9,725 7,095 155 - 50 11,875 5,150 
11,220 2,745 8,160 235 70 5 7.675 3.540 
9,105 630 6.920 1,230 225 95 5,775 3,325 
36.415 3,550 26.165 5,050 1,255 385 28,455 7.960 
6.650 2.115 4,365 135 40 - 5,190 1,465 
8,520 910 7,045 365 165 30 6.605 1,915 
10,715 380 8,760 1,385 135 50 8,515 2,200 
10,530 140 5,995 3,165 920 300 8.145 2,385 
729,390 681,185 46,810 460 795 135 568, 255 161,135 
611,305 585,895 25,410 - - - 484,065 127.235 
95,870 83,120 12,060 - 690 - 69,260 26.605 
16.485 10,320 5,895 205 - 70 11,210 5.275 
5,730 1,855 3.455 250 105 65 3,715 2.015 

357,880 222,360 124,695 7,895 2.195 845 267,350 $0,635 

259,115 132,900 115,540 7,770 2,080 820 193, 450 

256,215 132,740 113,980 7,050 1,795 645 191.605 

229,360 117,465 103,435 6,280 1,600 585 173,810 

214,785 114,125 84,655 4,630 1,045 335 164,065 

32,815 28,620 4,090 - 110 - 25.510 
49,915 46,065 3,775 - 75 - 38,900 
93,415 25,995 63,270 3,295 600 250 70,535 
19,855 10,600 9,160 75 1 5 15.195 
18.785 2.845 14,360 1, 260 245 75 13,925 
14,575 3,335 8,780 1,655 555 245 9,740 
4,255 2,430 1,780 30 - 15 3,070 
3, 185 685 2.400 75 15 10 2,240 
7,135 225 4,600 1,550 540 225 4,430 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par piéce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


D... sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de salles de bains 


Central heating equipment 


Systeme de chauffage central 


Total with One half bathroom One complete More than one Genre et taille du ménage 
bathroons only bathroon only bathroom Without 
Total avec Une demi-salle Une salle de A 
salles de bains bains complète end bains Sans 
de bains seulement seulement 
Ontario 
2.945,420 16,220 1.786,580 1,142,625 2,782,730 187,055 Total des logements privés occupés 
Genre et taille du ménage: 
2,227,175 8.660 1,191,970 1.026.545 2.109.220 140,175 Ménages familiaux 
2,194,125 8,525 1, 181.395 1,001,205 2.066.480 137,500 Ménages unifamiliaux 
1,961,675 7,175 1,027,855 926,645 1,852,815 119, 605 Famitles époux-épouse 
1,824,465 6,455 969.375 848,635 1,725,240 108,600 |. Sans autres personnes 
295,410 1,160 198,755 95,495 280,925 15,820 Sans enfants 
Dont les enfants ne sont 
367.945 1,860 230.450 135,640 |. 348,065 22.405 plus à ta maison 
Dont tous les enfants à la 
785,700 2.410 389,935 393,355 739,765 49,775 maison ont 17 ans ou moins 
Dont tous les enfants à la 
190,415 510 82,630 107,285 181,985 9,155 Maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
184,990 515 67,615 116,865 174,500 11,445 et cert.ont 18 ans ou plus 
137,215 720 58, 480 78,015 127,570 11,010 Avec d'autres personnes 
39,435 280 20.445 18,710 36.880 2.815 3 personnes 
32.525 115 14,585 17,830 30.455 2,340 4 personnes 
2 65, 250 330 23.445 41,475 60,235 5,855 5 personnes et plus 
229,450 1,350 153,540 74,555 213,670 17,895 Famiiles monoparentales 
192,625 1,110 132,850 58,665 179,655 14,560 Sans autres personnes 
Dont tous les enfants à la 
101,925 580 76,485 24,860 94.965 7,610 maison ont 17 ans ou moins 
Dont tous les enfants à la 
65,375 455 42,695 22,225 61,060 5,040 maison ont 18 ans ou plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
25,320 75 13,670 11,580 23,630 1,905 et cert.ont 18 ans ou pius 
36,825 240 20,695 15,890 34,010 3,335 Avec d'autres personnes 
16,825 140 10,320 6,370 15,580 1,445 3 personnes 
11,105 65 6.045 4,995 10.440 775 4 personnes 
8,890 40 4,325 4,530 7,985 1,110 _5 personnes et plus 
36,050 135 10,575 25,340 33,740 2,675 Ménages mul tifami | iaux 
6,610 20 2,770 3,820 6,230 425 4 personnes 
8,470 20 2,875 5,575 7.955 565 5 personnes 
10,645 30 2.540 8.080 10,000 715 6 personnes 
10.325 65 2.395 7,865 9,555 970 7 personnes et plus 
718,250 7,560 594,605 116,080 682,510 46,885 Ménages non familiaux 
601,500 6,675 513,395 81,425 572,275 39,025 1 personne 
94,780 760 69,500 24,525 89,595 6.275 2 personnes 
16,320 95 9,385 6,840 15,315 1,175 3 personnes 
5,645 30 2.320 3,290 5.320 410 4 personnes et plus 
Manitoba 
346,640 3,060 236,305 107,275 331,950 26,035 Total des logements privés occupés 
Genre et taille du ménage: 
252.125 1,755 153,760 96,610 239,950 19.165 Ménages fami | iaux 
249,595 1,680 152,475 95,445 237,605 18,605 Ménages uni familiaux 
223,715 1,410 133,595 88,705 213.185 16,175 Familles époux-épouse 
210,230 1,185 126,100 82,945 200.580 14,205 Sans autres personnes 
32,380 150 23,905 8,325 31,120 1,690 Sans enfants 
Dont les enfants ne sont 
48,840 290 33,710 14,845 46,835 3,080 plus à la maison 
Dont tous les enfants à ja 
91,135 535 50, 690 39,915 86,395 7,020 Maison ont 17 ans ou moins 
Dont tous les enfants à la 
19,555 115 10,205 9,235 18, 825 1,030 maison ont 18 ans ou plus 
Dont cert.enf.à le 
mais.ont 17 ans ou moins 
18,310 95 7,595 10,625 17,400 1,385 et cert.ont 18 ans ou plus 
13,485 230 7,500 5,765 12,610 1,965 Avec d’autres personnes 
4,075 40 2,455 1,585 3,875 385 3 personnes 
2,995 35 1,660 1,300 2.845 340 4 personnes 
6,420 155 3,390 2,880 5.890 1,245 . 5 personnes et plus 


Voir note à le fin du tableau. 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household and size 


tone-parent families 
Without additional persons 

With all children at home 
17 years and under 

With alt children at home 
18 years and over 

Hith some children at home 
17 years & under & some 
18 years & over 

With additional persons 

3 persons 

4 persons 

5 or more persons 

Multiple-family households 

4 persons 

5 persons 

6 persons 

7 or more persons 

Non-family households 

+ person 

2 persons 

3 persons 

4 or more persons 


Saskatchewan 


Total occupied private dwel! ings 
Household type and size: 


Family households 
One-family households 
Husband-wife families 
Without additional persons 
Chitdiess 


Children no longer at home 
With all children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
tone-parent families 
Without additional persons 
With all children at home 
17 years and under 
With all children at home 
18 years and over - 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
S or more persons 
Muitiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non-family households 
1 person 
2 persons 
3 persons 
4 or more persons 


See notets) st end of table. 


Number of persons per room 


Total Nombre de personnes par piéce 


occupied 
private In need of 
dwellings regular 
- maintenance 
Total 0.5 or less 2.1 or more only 
des iogements - - bg 
privés 0.5 ou moins 2.1 ou plus } Nécessitant 


seulement 
un entretien 
régulier 


occupés 


26,855 15,270 10,545 770 200 65 17,800 
22.515 14,290 7,745 355 115 20 15,070 
12,175 6,935 4,970 180 65 10 8.160 
7,945 6,595 1,285 25 35 5 5.320 
2,395 755 1,485 140 20 5 1.585 
4,335 985 2,805 415 85 45 2.730 
1,805 785 990 * 30 - 10 1,205 
1,155 155 945 40 5 - 760 
1.380 50 865 345 85 35 |” 770 
2.895 160 1,560 715 285 170 1,845 
465 105 355 - 5 - 350 
625 40 505 70 5 . 405 
695 10 460 215 10 - 465 
1,110 ° 10 245 425 265 170 625 
98,870 89,455 9,150 125 110 30 73,905 
83, 350 77,420 5,925 - - - 63,045 
12,555 10,780 1,715 - 60 - 8.880 
2,130 1,020 1,045 60 - 20 1,410 
830 235 465 70 50 10 565 
332,715 217.930 105,440 6,655 1,840 850 239,650 
243,760 133.895 100.670 6.580 1,790 825 176,425 
241,955 133,775 99,705 6,235 4,600 645 175,290 
220,325 120,790 92,065 5,585 1,355 535 161.560 
207,565 117, 360 84,705 4,350 870 275 152,790 
26,450 24,155 2,255 - 40 - 49,625 
52,125 49,885 2.175 . 60 - 38.515 
95,455 30, 380 60,980 3,340 565 195 70,260 
15,705 9,505 6.135 50 5 10 11.300 
17,825 3,435 13,160 955 200 80 13,095 
12,760 3.425 7,355 1,235 480 255 8,765 
3,830 2.375 1,435 15 - 5 2.765 
2,790 705 2,065 60 15 10 1,945 
6,145 345 3,915 1,165 465 245 4,060 
21,635 12,980 7,640 650 250 110 13,730 
17,955 12,045 5,550 275 65 20 11,590 
8,820 5,825 3,770 180 30 10 6,565 
6,225 5,570 640 - 15 - 3,910 
1,910 650 1,135 90 25 5 1,145 
3,680 935 2,095 370 185 90 2,140 
1,310 B65 65 20 - 5 800 
1,005 225 740 30 10 - 655 
1,365 45 740 320 175 85 685 
1,800 120 965 350 190 180 1,140 
275 85 190 - . - 220 
400 35 320 35 5 - 215 
385 5 255 415 10 - 265 
745 - 195 195 175 175 430 
88,950 84,040 4,765 75 50 25 63, 220 
74,525 72,455 2.065 - - ” 53.355 
11,455 10,215 1,205 - 35 - 7,905 
2.330 1,210 1,090 15 - 15 1,545 
645 160 405 55 145 10 415 


Condition of dwelling 


État du logement 


In need of 
minor and/or 
major repairs 


Nécessitant 
des réparations 
mineures et (ou) 

majeures 


8,055 
7,450 


4,015 


2.625 


810 
1,605 
600 
395 
615 
1,050 
120 
220 
225 
485 
24,970 
20,300 
3, 680 
720 
270 


93,065 


67,330 
66,655 
58,765 
54,775 

6.825 


33.610 
25,200 


4,405 


4,740 
3.990 
1,065 

845 
2.080 
7,905 
6,365 


3,255 


2,320 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par piéce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


D... sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de salles de bains 


Central heating equipment 


Systeme de chauffage central 


Total with One half bathroom One complete More than one Genre et taille du ménage 
bathroons only bathroon only bathroon With Without 
Total avec Une demi-salle Une satie de A 
salles de bains bains complète el 4 bains Avec Sans 
de bains seulement seulement 
25, 885 270 18,875 6,740 24,420 2,430 Familles monoparentales 
21,850 225 16,195 5,440 20,705 1,810 Sans autres personnes 
Dont tous les enfants à le 
11,965 90 9,355 2.520 11,355 825 maison ont 17 ans ou moins 
Dont tous les enfants à fa 
7,585 115 5,480 1,995 7,210 735 maison ont 18 ans ou plus 
. Dont cert.enf.a la 
mais.ont 17 ans ou moins 
2,310 25 1,355 930 2.145 250 et cert.ont 18 ans ou pius 
4,020 45 2,685 1,295 3,715 625 Avec d’autres personnes 
1,715 10 1,220 485 1,600 205 3 personnes 
1, 100 10 750 345 1,015 135 4 personnes 
1,205 25 710 465 1,100 275 5 personnes et plus 
2.525 75 1,285 1.165 2.340 555 Ménages multifami l'iaux 
450 - 290 160 440 30 4 personnes 
585 5 315 265 560 70 5 personnes 
645 15 295 340 585 105 6 personnes 
850 55 390 405 755 355 7 personnes et plus 
94,520 1,300 82,550 10,665 92,005 6,870 Ménages non familiaux 
78,555 1, 180 70,840 7,525 77,615 7 5.730 1 personne 
12,120 95 9,835 2,190 11,715 845 2 personnes 
2,045 20 1,480 545 1,940 195 3 personnes 
D 795 - 390 405 735 95 4 personnes et plus 
Saskatchewan 
319,750 2.690 206,630 110,430 302,855 29,860 Total des logements privés occupés 
Genre et taille du ménage: 
236,265 1,575 136.435 98,255 223,580 20,185 Ménages fami tiaux 
234,710 1,515 135,640 97,555 222,110 19,845 Ménages uni fami! iaux 
214,315 1,295 121,010 92.005 203,145 17, 180 Familles époux-épouse 
202,435 1,145 114,845 86,445 192,130 15,440 Sans autres personnes 
26.000 150 18, 160 7,690 24,780 1,675 Sans enfants 
Dont les enfants ne sont. 
50,815 300 32,420 18,090 48, 160 3,965 plus à 18 maison 
Dont tous les enfants à la 
92,950 460 49,685 42,805 88, 125 7,330 maison ont 17 ans ou moins 
Dont tous les enfants à ia 
15,280 110 7,480 7,690 14,485 1,220 maison ont 18 ans ou plus 
Dont cert.enf.é ja 
mais.ont 17 ans ou moins 
17,395 120 7,095 10,175 16,575 1,250 et cert.ont 18 ans ou plus 
11, 880 155 6,165 5,555 11,015 1,740 Avec d'autres personnes 
3,680 35 2,070 1,580 3,475 360 3 personnes 
2,640 20 1,430 1,190 2,445 345 4 personnes 
5,560 100 2,670 2,790 5,105 1,040 5 personnes et plus 
20,395 215 14,630 5,550 18,965 2.665 Familles monoparentales 
17,100 175 12,355 4,580 16,030 1,925 Sens autres personnes 
Dont tous les enfants à is 
9,450 45 7,175 2,230 8,950 870 maison ont 17 ans ou moins 
Dont tous tes enfants à la 
5,825 100 4,120 1,605 5,400 825 maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
1,825 20 1,055 745 1,685 225 et cert.ont 18 ans ou plus 
3,295 45 2,275 970 2.940 740 Avec d'autres personnes 
1,275 15 910 350 1,130 180 3 personnes 
820 5 600 320 880 125 4 personnes 
1, 100 30 765 305 920 445 5 personnes et plus 
1,555 60 790 705 1,465 340 Ménages multi fami lieux 
265 - 120 150 255 20 4 personnes 
370 10 205 160 345] ° 55 5 personnes 
_ 355 5 170 185 325 55 6 personnes 
D 555 45 305 210 540 205 ? personnes et plus 
83,485 1,445 70,195 12,175 79,280 8.675 Ménages non familiaux 
69,735 885 59,735 9.010 66,290 8,230 1 personne ‘ 
10,960 105 8.595 2.260 10,295 1,155 2 personnes 
2,215 25 1,520 670 2,120 205 3 personnes 
585 5 350 235 570 80 4 personnes et ptus 


Voir nota @ la fin du tableau. 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household and size 


Atberta 


Tota! occupied private dwellings 
Household type and size: 


Famity households 
One-family households 
Husband-wife families 
Without additional persons 
Childiess 


Children no ionger at home 
With ali children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Lone-parent families 
Without additional persons 
With all children at home 
17 years and under 
With ati children at home 
18 years and over 
With some children at home 
17 years 8 under & some 
18 years & over 
With additiona! persons 
3 persons 
4 persons 
5 or more persons 
Multiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non-family households 
1 person 
2 persons 
3 persons 
4 or more persons 


British Columbia 


Total occupied private dwellings 
Household type and size: 


Family househo!ds 
One-family households 
Husband-wife families 
Without additional persons 
Childiess 


Children no longer at home 

With all children at home 
17 years and under 

With alf chitdren at home 
18 years and over 

With some children at home 
17 years & under & some 
18 years & over 

‘ With additional persons 

3 persons 

4 persons 

5 or more persons 


See note (s) at end of tabie. 


Total: 
occupied 
private 
dwellings 


Total 
des logements 
privés 
occupés 


758,240 


558,790 
552,695 
500,230 
462,795 
84, 135 


83,365 
223.100 


34,110 


38.090 
37.430 
11,545 

8,135 
16,750 
52,465 
42,430 


25,825 


12,025 


4,585 
10,035 
4,195 
3.075 
2,765 
6.095 
1, 105 
1,450 
1,635 
1,900 
199,455 
147, 390 
37,485 
10,210 
4,360 


996,640 


714,910 
703,245 
631,270 
587,575 
104, 100 


143, 115 
247,590 
48,585 
44,185 
43, 690 
12, 600 


10,005 
21,080 


482, 


303, 


260, 


666, 


412, 
410. 
367, 
354. 

85, 


128, 
86. 
30. 
12, 
13, 

7, 


3, 
2, 


0.5 or less 


0.5 ou moins 


475 


105 


.635 
. 600 


320 


.745 
330 
.435 


, 760 


, 055 
. 280 
,750 
.365 
.170 
.035 
, 955 


. 585 
. 480 
. 880 


.075 
£135 


815 
125 
465 
260 
130 

80 


375 


.810 
. +80 
.260 
. 130 


135 


205 
980 
555 
010 
035 


585 
245 
830 
310 
540 
880 


600 
060 


Number of persons per room 


258,015 


238,700 
234,975 
215,935 
192,540 

10,070 


4,895 
138.350 


12.170 


27,050 
23,395 

4,695 

6.450 
12,245 
19,045 
12,945 


8,910 


1,495 


2,550 
6.095 
2.020 
2,180 
1,890 
3,720 
780 
1,155 
1,115 
680 
19,315 
6,580 
5,025 
4,760 
2,950 


308,550 


281, 460 
273,940 
247,355 
221,200 
. 18,325 


12,915 
142,875 
17,385 
29,695 
26,155 
4,605 


6,110 
15,440 


Nombre de personnes par pièce 


1,695 
2,930 
90 
180 
2,665 


3,375 


3.020 
2.585 
2,325 
1.685 

320 


5,240 


4,810 
4,170 


3,745 ! 


2,970 
740 


615 
1,240 
25 
355 
780 


85 
680 


2.1 or more 


2.1 ou plus 


un entretien 


Condition of dwelling 


État du logement 


In need of 
regular 
maintenance 

only 


Nécessitant 
seulement 


régulier 


584,125 


435,290 
430,575 
393.795 
365,430 

66,280 


64.335 
178,210 


26.660 


29.945 
28,365 

8,670 

6.875 
12,815 
36,780 
29,835 


18,300 


8,330 


3,205 
6,945 
2.985 
2,200 
1,760 
4.710 
795 
1,145 
1,360 
1,415 
148,840 
144,235 
27,500 
7, 180 
2.915 


783,685 


561,970 
552.770 
503,715 
470,690 

81,360 


121,835 
192,890 
39,550 
35,055 
33.020 
9,615 


7,705 
15,700 


In need of 
minor and/or 
major repairs 


Nécessitant 
des réparations 
mineures et (ou) 

majeures 


174, 115 


123,505 
122,120 
106,440 
97,370 
17,850 


19,030 
44,885 


7,455 


8.145 
9,070 
2,875 
2,260 
3,930 
15,685 
12.600 


7,520 


3.695 


1,380 
3,090 
1,210 
875 
1,000 
1,380 
315 
305 
280 
485 
50.610 
36, 155 
8.985 
3.030 
4,445 


212.955 


152.945 
150.480 
127,560 
116,885 

22,740 
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Tableau 10.Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


4 sur les données-échantillon (20%) 


Number of bathrooms 


Nombre de selles de bains 


Central heating equipment 


Systeme de chauffage central 


Total with One half bathroom One complete More then one Genre et taille du nénage 
bathrooms only bathroom only bathroon With Without 
Total avec Une demi-satie Une salle de ' 
satles de bains bains complète Plus d une Avec Sens 
: salle de bains 
de bains seulement seulement 
Alberta 
745,035 3,090 400,955 340,990 711,490 46,750 Total des logements privés occupés 
Genre et taille du ménage: 
551.970 1,450 251,220 299,305 527, 120 31,670 Ménages familiaux 
546,075 1,430 249,240 295,410 521,595 31,105 Ménages uni familiaux 
494,555 1,235 219,505 273,815 472, 660 27,570 Familles époux-épouse 
457,805 1,085 203,840 252, 875 437,910 24,890 Sans autres personnes 
83,545 245 50.550 32.750 79,810 4,325 Sans enfants 
Dont les enfants ne sont 
82,160 305 43,880 37.975 77,840 5,525 plus à la maison 
Dont tous les enfants à la 
220,720 460 87,910 132.350 211.495 11.605 maison ont 17 ans ou moins 
Dont tous les enfants à ta 
33,740 35 11,445 22,260 32.460 1,650 maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
37,640 45 10, 060 27,535 36,305 1,790 et cert.ont 18 ans ou plus 
36, 755 150 15,665 20.940 34,750 2.680 Avec d’autres personnes 
11,425 40 5,880 5,505 10, 805 740 3 personnes 
9,030 40 4,135 4,865 8,640 495 4 personnes 
D 16,295 65 5,650 10,575 15,305 1,445 5 personnes et plus 
51,520 190 29,735 21,590 48,935 3,530 Famities monoparentales 
41,755 155 24,705 16,890 39,775 2.655 Sans aytres personnes 
Dont tous les enfants à ja 
25,545 85 16,220 9,240 24,370 1,455 maison ont 17 ans ou moins 
Dont tous les enfants à la 
11,695 65 6,510 5,145 11,085 940 maison ont 18 ans ou plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins © 
4,520 10 1,975 2,530 4,325 260 et cert.ont 18 ans ou plus 
9,765 40 5,025 4,705 9, 160 880 Avec d'autres personnes 
4,130 15 2,320 1,795 3,845 350 3 personnes 
3,010 5 1,455 1,550 2,855 220 4 personnes 
2,625 15 1,260 1,355 2.455 310 5 personnes et plus 
5.895 20 1,980 3,900 5,530 560 Ménages multifamiliaux 
1,095 - 435 660 1,060 40 4 personnes 
1,425 10 540 880 1,330 125 5 personnes 
1,620 - 445 1,175 1.550 30 6 personnes 
1,750 20 555 1, 180 1,595 305 7 personnes et plus 
193, 060 1,640 149,735 41,690 184,370 15,080 Ménages non familiaux 
141,660 1,380 115,725 24,555 135, 195 12,200 1 personne 
36.925 200 26,465 10,255 35,495 1,995 2 personnes 
10, 145 40 5,705 4,405 9,580 630 3 personnes 
4,335 20 1,840 2,470 4,105 260 4 personnes et plus 
Colombie-Britannique 
984,970 4,565 580, 330 400, 075 804,530 92,115 Total des logements privés occupés 
Genre et taille du ménage: 
709.840 2,120 351,105 356,610 649,065 65,840 | Ménages familiaux 
698.240 2,100 347,725 348.410 638,610 64,640 Ménages unifami l iaux 
626, 985 | 1,790 303,065 322, 125 574, 180 57,090 Familles époux-épouse 
583,640 1,700 286,110 295,835 534,995 52,585 Sans autres personnes 
103.150 490 69,145 33,515 94,865 9,235 Sans enfants 
- Dont les enfants ne sont 
142, 300 405 80,410 61, 480 131, 785 11,330 plus à 18 maison 
. - Dont tous les enfants à la 
245,730 650 107,150 137,935 222,245 25,345 maison ont 17 ans ou moins 
Dont tous les enfants à ta 
48,470 75 17,265 31.135 45,570 3.010 maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
43,995 80 42, 150 31,765 40,525 3,660 et cert.ont 18 ans ou plus 
43,345 95 16,955 26,295 39, 185 4,505 Avec d'autres personnes 
12,530 25 6,105 6,405 11,390 1,210 3 personnes 
9,970 20 4,125 5,825 9,175 835 4 personnes 
20,840 55 6,725 14,060 18,620 2,460 5 personnes et plus 


Voir note à le fin du tableau. 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Type of household snd size 


Lone-parent families 
Without additional persons 

With all children at home 
17 years and under 

With all children at home 
18 years and over 

With some children at home 
17 years & under & some 
18 years & over 

With additional persons 

3 persons 

4 persons 

5 or more persons 

Multiple-family households 

4 persons 

5 persons 

6 persons 

7 of more persons 

Non-family households 

1 person 

2 persons 

3 persons 

4 or more persons 


Yukon 


Total occupied private dwellings 
Household type and size: 


Family households 
One-family househotds 
Husband-wife families 
Without additional persons 
Childiess 


Children no longer at home 
With all children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Lone-parent families 
Without additional persons 
With-al! children at home 
17 years and under 
With all children at home 
18 years and over 
With some children at home 
17 years & under & some 
18 years & over 
With additional persons 
3 persons 
4 persons 
5 or more persons 
Multiple-family households 
4 persons 
5 persons 
6 persons 
7 or more persons 
Non- family households 
1 person 
2 persons 
3 persons 
.4 or more persons 


See note (s) at end of table. 


Number of persons per room 


Nombre de personnes par piéce 


Total 
occupied 
private 
dwellings 


2.1 or more 


0.5 or less 


Total 
des logements 
prives 
occupés 


0.5 ou moins 2.t ou plus 


71,980 43,435 26,585 1,335 425 195 
58,505 39,010 18,520 605 | : 295 75 
35,090 22,225 12,335 330 160 40 
17,010 13,965 2,905 40 85 10 
6,405 2.815 3,275 235 55 25 
13,475 4,430 8.065 730 135 125 
5.760 2,985 2,690 70 . 20 
4,430 1,220 3,100 75 20 10 
3,285 230 2,280 580 110 90 
11,660 1,210 7,520 2,065 540 225 
2.240 705 1,435 60 40 . 
2.405 365 1,825 165 45 10 
3.175 100 2.415 600 50 10 
3.840 40 1.845 1,250 505 195 
281,730 253,935 27,095 210 430 65 
234,700 218,590 16,110 - - - 
37,905 30,580 6,930 - 400 - 
6,855 4,045 2,695 65 - 45 
2,275 725 1,360 145 30 15 
7,590 4,065 3,050 250 160 65 
5.580 2.380 2,760 245 135 60 
5.520 2.380 2.725 230 125 60 
4,895 2,110 2,425 215 105 45 
4,380 2,040 2,080 130 95 35 
1,030 840 150 . 30 - 
505 430 70 - 10 - 
2.315 610 1,525 115 40 30 
205 RE 85 - - - 
330 50 245 15 10 5 
515 70 345 80 10 5 
135 40 90 5 - - 
95 20 70 5 - . 
280 10 185 75 10 5 
625 265 305 20 30 10 
440 230 180 10 10 5 
335 195 125 5 5 10 
60 35 20 - - - 
50 5 40 5 5 - 
185 30 - 120 15 15 - 
60 15 45 - “7 - 
80 20 55 5 - - 
50 - 30 5 15 - 
60 5 30 15 5 5 
15 5 10 - - - 
10 - 10 - 5 - 
20 - 5 5 > - 
10 - 5 5 5 5 
2,005 * 1,680 290 5 20 5 
1,485 ‘ 1,345 140 - - . 
335 230 85 - 15 - 
155 | 110 40 5 - ba 

30 - 30 - - 


In need of 
regular 
maintenance 


Condition of dwelling 


Etat du logenent 


only 


Nécessitant 
seulement 
un entretien 
régulier 


49,060 
40,200 


23,860 


12,200 


4,130 
8,865 
3,945 
2,985 
1,935 
8.195 
1,735 
1,940 
2.555 
2,965 
221,715 
187,710 
27,785 
4,795 
1,425 


In need of 
minor and/or 
major repairs 


Nécessi tant 
des réparations 
mineures et (ou) 

majeures 


.275 
.615 
.815 
.440 
,335 
,470 
505 
470 
625 
875 
60,015 
46,990 
10,120 
2.055 
850 


COR 


2,180 


1,560 
1,525 
1,270 
1,120 

310 
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Tableau 10. Logements privés occupés selon le genre et la taille du ménage, par nombre de personnes par pièce, 


92-932 


état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


asé sur les données-échantilion (20%) 


Number of bathroons 


Central heating equipment 


Nombre de salles de bains Système de chauffage central 


eLitn One ha a Pathroon one comp vere More than one Genre et taille du ménage 
. uy . y bathroom With Without 
Total avec Une demi-saiie Une salle de A 
salles de bains bains complète Plus d une Avec Sans 
: salle de bains 
de bains seulement seulement 
71,250 305 46,655 26.290 64,430 7,550 Familles monoparentales 
57.950 250 37,300 20,405 52,710 5,795 Sans autres personnes 
Dont tous les enfants à ia 
34,705 170 23,550 10,990 31,400 3,690 maison ont 17 ans ou moins 
Dont tous les enfants a la 
16.880 50 10.655 6.160 15,425 1,585 maison ont 18 ans ou plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
6,360 20 3,090 3.250 5,885 520 et cert.ont 18 ans ou plus 
13,295 55 7,350 5.885 11.725 1,755 Avec d'autres personnes 
5,710 15 3,545 2,145 5,190 570 3 personnes 
4,385 20 2,185 2,175 3,900 530 4 personnes 
3.210 20 1,625 1,565 2,635 650 5 personnes et plus 
11,605 20 3.385 8,200 10,460 1,205 Ménages multifamiiiaux 
2.230 - 865 1,370 2,045 200 4 personnes 
2,405 - 750 1,655 2,200 210 5 personnes 
3, 160 5 805 2,350 2,875 300 6 personnes 
3.810 15 970 2,825 3,340 495 7 personnes et plus 
275,125 2.440 229,220 43.460 255, 460 26,270 Ménages non familiaux 
228.560 2.260 196,475 29.820 212.625 22,075 1 personne 
37,525 145 27,940 9,440 34,575 3,330 2 personnes 
6,800 35 3,880 2.890 6,185 670 3 personnes 
D 2,245 - 930 1,310 2,075 195 4 personnes et plus 
Yukon 
6,880 115 4,580 2,190 6,140. 1,450 Total des logements privés occupés 
Genre et taille du ménage: 
5.120 60 3,115 1,945 4,545 1,040 Ménages familiaux 
5,075 65 3.080 1,930 4,500 1,020 Ménages uni fami | i aux 
4,520 40 2.705 1.780 4,020 870 Familles époux-épouse 
4,055 35 2,425 1.595 3,620 765 Sans autres personnes 
930 10 680 240 855 175 Sans enfants 
Dont tes enfants ne sont 
455 10 320 130 400 110 plus à la maison 
Dont tous les enfants à la 
2.165 10 1,225 930 1,925 385 maison ont 17 ans ou moins 
Dont tous les enfants à la 
200 - 90 110 175 25 maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
305 10 105 185 265 70 et cert.ont 18 ans ou plus 
465 5 280 185 405 110 Avec d'autres personnes 
125 - 90 35 105 25 3 personnes 
90 - 60 30 85 15 4 personnes 
250 5 125 120 210 65 5 personnes et plus 
545 20 375 155 475 150 Familles monoparentales 
390 20 270 100 335 110 Sans autres personnes 
Dont tous les enfants à 18 
305 10 215 85 275 60 maison ont 17 ans ou moins 
Dont tous ies enfants à la 
45 .10 30 5 25 , 30 maison ont 18 ans ou plus 
Dont cert.enf.à la 
mais.ont 17 ans ou moins 
45 - 30 5 30 20 et cert.ont 18 ans ou plus 
160 5 105 55 145 45 Avec d'sutres personnes 
55 5 50 5 45 15 3 personnes 
70 - 40 35 65 15 4 personnes 
35 - 15 15 30 15 5 personnes et plus 
50 - 35 45 45 20 Ménages multi fami | iaux 
10 - 5 5 10 - 4 personnes 
10 - 10 5 15 5 5 personnes 
15 - 10 5 10 5 6 personnes 
10 - 10 5 5 5 7 personnes et plus 
1.760 55 1,465 240 1,600 410 Ménages non familiaux 
1,270 45 1,075 150 1,145 340 1 personne 
315 - 290 25 285 45 2 personnes 
150 10 90 55 130 20 3 personnes 
25 - 10 15 25 5 4 personnes et plus 
ree 


Voir nota a la 


fin du tebleau. 
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Table 10. Occupied Private Dwellings by Type of Household and Size, Showing Number of Persons per Room, Condition 
of Dwelling, Number of Bathrooms and Central Heating Equipment, for Canada and Provinces, 1981 


Based on 20% sample data 


Number of persons per room Condition of dwelling 


Tota! Nombre de personnes par piéce Etat du logement 


occupied 
private In need of 
dwellings regular In need os 
Type of household and size - maintenance minor and/or 
Total 0.5 or less 2.1 of more only major repairs 
des logements - : : Nécessitant 
privés 0.5 ou moins 2.1 ou plus | Nécessitant des réparations 
occupés seulement mineures et (ou 
un entretien : 
régulier majeures 
Northwest Territories 
Total occupied private dwellings | 11,535 4,230 4,705 1,270 815 510 7,045 4,485 
Household type and size: 
Family households 9,080 2.270 4,260 1.255 795 500 5,455 3,625 
One-family households 8,700 2.265 4,190 1.140 680 420 5,270 3,430 
Husband-wife families 7,700 1,985 3,720 1,015 615 365 4,790 2.910 
Hithout additional persons 6,540 1,920 3,240 755 415 210 4,190 2,350 
Childiess 1,035 800 190 - 40 - 710 325 
Children no longer at home 440 345 80 - 10 . - 310 130 
With all chiidren at home 
17 years and under 4,060 655 2,560 505 215 125 2,575 1, 480 
With all children at home 
18 years and over 230 95 110 10 - 10 160 70 
With some children at home 
17 years & under & some 
18 years & over 770 20 300 235 140 75 425 350 
Hith additional persons 1,155 65 480 255 200 155 600 560 
3 persons 150 50 go 10 - 5 95 
4 persons 200 10 155 25 5 5 410 
5 or more persons 805 5 235 225 195 150 395 
tone-parent families 1,005 285 465 130 65 55 480 
Without additional persons 645 265 285 55 25 15 340 
With alt children at home 
17 years and under 385 190 160 15 10 5 220 165 
With ali children at home 
18 years and over 120 50 45 5 5 5 50 60 
With some chiidren at home 
17 years & under & some. 
18 years 8 over 145 15 80 35 10 10 65 80 
With additional persons 350 20 185 75 35 40 145 210 
3 persons 90 15 69 10 - - 30 60 
4 persons 75 5 60 10 - - 35 35 
5 or more persons 195 - 55 55 35 35 70 120 
Muttiple-family households 385 - 65 110 120 80 185 195 
4 persons 20 - 15 5 - - 5 10 
5 persons 40 - 25 5 5 - 30 10 
6 persons 55 - 20 35 5 - 35 20 
7 or more persons 265 - 10 70 105 80 110 155 
Non-family househo! ds 2,445 1,960 445 20 15 10 1,590 860 
1 person 1,940 1.655 275 - - - 1,285 650 
2 persons 355 260 85 - 15 - 230 130 
3 persons 105 35 60 10 - 5 55 55 
4 or more persons 50 10 20 10 - 5 20 20 


Note: Calculations besed on unrounded data. 
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Tableau 10. Logements privés occupés selon le genre et ta taille du ménage, par nombre de personnes par pièce, 
état du logement, nombre de salles de bains et système de chauffage central, Canada et provinces, 1981 


D... sur les données-échantiiton (20%) 


Number of bathrooms 


Nombre de salles de bains 


Central heating equipment 


Système de chauffage central 


Total with One half bathroom One complete More than one Genre et taille du nénag 
ge 
bathrooms only bathroom only bathroom With. Without 
Total avec Une demi-salie Une salle de A 
satles de-bains bains conplète sate ge bains Avec Sans 
de bains seulement seulement 
Territoires du Nord-Duest 
10,310 690 7,855 1,765 9,390 2,140 Total des logements privés occupés 
Genre et taille du ménage: 
8,105 585 5.930 1,595 7,370 1,710 Ménages familiaux 
7,795 550 5,680 1,565 7,105 1,595 Ménages unifamiliaux 
6,970 440 5,050 1,475 6,375 1,325 Familles époux-épouse 
6,025 360 4,335 1,335 5,525 1,010 Sans autres personnes 
995 25 815 155 930 105 Sans enfants 
Bont les enfants ne sont 
405 10 310 85 370 75 plus à la maison 
Dont tous les enfants à la 
3.740 235 2,645 86€ 3.430 630 maison ont 17 ans ou moins 
Dont tous les enfants à la 
205 15 115 75 | 190 40 maison ont 18 ans ou plus 
Dont cert.enf.a la 
mais.ont 17 ans où moins 
675 75 450 155 615 160 et cert.ont 18 ans ou plus 
945 85 720 135 845 310 Avec d’autres personnes 
130 5 100 20 115 40 3 personnes 
170 15 130 25 145 55 4 personnes 
D 645 65 490 95 585 215 5 personnes et plus 
830 105 635 90 730 275 Familles monoparentales . 
550 50 435 60 495 155 Sans autres personnes i 
Dont tous jes enfants a las 
345 30 280 35 315 75 maison ont 17 ans ou moins 
Dont tous les enfants à la 
80 10 55 15 65 50 maison ont 18 ans ôu-plus 
Dont cert.enf.a la 
mais.ont 17 ans ou moins 
125 20 90 15 110 30 et cert.ont 18 ans ou plus 
275 45 200 30 235 115 Avec d'autres personnes 
70 10 50 10 65 30 3 personnes 
65 10 45 5 55 20 4 personnes 
145 25 105 15 120 70 5 personnes et plus 
305 35 250 25 270 115 Ménages multifami l iaux 
10 5 10 - 15 5 4 personnes 
40 5 30 - 30 15 5 personnes 
50 - 40 5 45 10 6 personnes 
205 25 170 10 185 80 7 personnes et plus 
2,205 105 1,925 175 2,015 435 Ménages non familiaux 
1,745 90 1,560 100 1,605 335 1 personne 
325 10 275 45 290 65 2 personnes 
100 - 70 25 85 20 3 personnes 
40 5 30 5 35 15 4 personnes et plus 


Note: Les calculs sont basés sur des données non arrondies. 
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